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SUTURES 


Wire sutures that possess 
the basic qualities of Monostrand plus 
an ease of handling 
approaching that of catgut and silk. 
Available sizes now may be obtained 
with Atraumatic* needles or in 190 inch 


lengths on reels. 


DAVIS & GECK, INC. 
BROOKLYN 1, NEW YORK 
Registered Trade Mark 
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Introducing aNEW ganglionic blocking agent 


disease 
CHLORIDE 


ERECTING A BARRIER against vasoconstrictor impulses 
ETAMON CHLORIDE permits an increased blood supply to 
affected limbs. By temporarily blocking the transmission of efferent 
impulses through autonomic ganglia, the sympathetic stimuli causing 
vessel spasm are interrupted. Thus, reduced blood-flow due to ab- 
nermal reduction in caliber of peripheral vessels is combated. 


ETAMON CHLORIDE is indicated— 


445 


IN THE TREATMENT OF: 
Thromboangiitis obliterans (Buerger’s disease ) 
Peripheral arteriosclerosis obliterans 
Thrombophlebitis—relief of associated vasospasm 
Causalgia or reflex sympathetic dystrophy 

\ Functional vascular disorders; Raynaud’s 

\ phenomenon, acrocyanosis, livedo reticularis. 


\ 
\\\\dministration: Intravenously or intramuscularly. The uses and 
dosage of ETAMON are dependent upon the physiologic rather than 
the chronologic age of the patient. Descriptive literature on request. 


A DIAGNOSTIC AID: 
Peripheral vascular disease—selection of cases for sympathectomy. 


4 


Packaging: ETAMON CHLORIDE (tetraethylammonium chloride, 
P. D. & Co.) is supplied in 20-cc. multiple-dose STERI-VIALS® 
(rubber-diaphragm-capped vials), each cc. of solution containing 
0.1 Gm. of ETAMON CHLORIDE : 


2 
| 
/ 
4 a ] 
Hi 
| Is 
| 
| M 
7 A 
N 
Y 
2 
T 
| 
. 
a 
2 
A 
| M 
| 
| 
= 
2 | 
| 


— 


Zobee will help make real savings!” 


“We spend more annually for sponges 
than for any other surgical dressing 
—and about 75% of them are for 
postoperative dressings. 

“That’s where we can substitute 
Zobec* Cotton-Filmated Sponges (in 
place of all-gauze sponges), and save 
up to 25% of our cost!” 


Indeed you can save $1.30 to $7.45 
per caset (depending on size) — and 
provide better postoperative dress- 
ings because of Zobec’s greater 


“It's imperative that we 


softness and fluff— greater absorptive 
capacity. 
See our representative on his next 
visit—and check these worth-while 
savings! 


Registered trademark. tBased on current prices. 


HOSPITAL DIVISION 


ZOBEC 
SPONGES 
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IN PERFORMANCE 
HANOVIA'S 


ALPINE 


LUXOR LAMP 


A marvelous ultraviolet 
quartz lamp embodying 
all desirable features. Ef- 
fective and economical to 
operate — with simplified 
control. Like all Hanovia 
mercury quartz genera- 
tors the burner of the 
Luxor Alpine Lamp de- 
livers the COMPLETE 
mercury spectrum DEFI- 
NITELY required for gen- 
eral therapeutic use. 


Equipped with self-light- 
ing quartz tube. Portable 
for ward use. 


THE NEW 


HANOVIA 
AERO- 
KROMAYER 


This new supremely improved air-cooled Kromayer lamp is 
ne designed for local application of ultraviolet irradia- 
on. 
The Burner housing is COOLED by AIR instead of water, using 
new principle of aero-dynamics; no kinking of water tubes, no 
water stoppage, no overheating, no necessity for cleaning of 
water system. It has a more concentrated Tight source and 
The burner oper- 
elivers a constant ultraviolet out- 


gives more ultraviolet through applicators. 
ates in every position and 


put. 


For complete information about the Luxor 
and Aero-Kromayer Lamps, write Dept HT-)3. 


WANOVIA 


CHEMICAL & MFG. CO. 
NEWARK SN J 


Hanovia is the world’s oldest and largest manufac- 
turers of ultraviolet lamps for the Medical Profession. 
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Upjohn 


Custom-made clots are now available with Gelfoam.* 


~ 


~ 


“~@ The old surgeon may have dreamed of the day when a ready- . 
made clot would staunch oozing surfaces, capillary bleeding, 


trickling from small veins, hemorrhage from resected tissues. 


The surgeon of today has at hand a custom-made clot with 
Grtroam, the absorbable hemostatic gelatin sponge. Cut or 
molded to the exact specifications of any wound, and applied 


with or without thrombin, GELFoAM may be left in situ with- 


out fear of tissue reaction. *Trademark, Reg. U. S. Pat. Off. 


fine pharmaceuticals since 1886 
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piesa A MA S TE R B LADE 
(Now Available at Lower Cost Than Ever!) 


Increased quantity discounts now save you an additional 10 to 15% on Crescent’s origi- 


nal low prices cad of Crescent Blades. Here it is in dollars and cents: 
. Saving 
Tto 5 gross $10.80 gross $2.16 per gross 
5 to 10 gross 10.20 gress 2.04 per gross 
10 to 25 gross. . 9.60 gross 1.92 per gross 
25 gross or more 9.00 gross 1.80 per gross 


Surgical Handles (fit all ee of blades) $9.00 ag any style. 
: With these remarkable savings, there has been no sacrifice in the top quality surgical steel 
CRESCENT SURGICAL used, or in the skilled craftsmanship which fabricates these superb blades! 


CRESCENT surGical BLADES 


the modern, reusable hermetic closure for sealing, storing, 
handling and conserving surgical fluids. 


3000, 2000, 1000 and 500 mi. containers. 


In permitting contents to be stored for 
long periods under vacuum . . . periodic 
testing for sterility without breaking the 


THESE FACTS ARE CONVINCING ... 
Pour-o-vac Seals eliminate the possibility 

of sterile water contamination caused by 

intake of bacteria-laden dust . . . avoids 


contamination by unfiltered air. 


They serve a secondary function of pro- 
viding a dustproof seal for remaining 
fluid when only the partial contents of a 
container are used. Of importance, they 
are interchangeable with all Fenwal 


243 Broadway 


hermetic seal . .. pouring of contents from 
a non-drip sterile lip, Pour-o-vac seals 
eliminate the wasteful, time-consuming 
and questionably scientific method of 
sealing with gauze, cotton, paper, string 
and tape. 


ORDER TODAY or urite immediately for further information 


MACALASTER BICKNELL COMPANY 


Cambridge, Massachusetts 
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0O1NTMENT 


The antiseptic properties of the acridines have been known for some time 
and 9-aminoacridine is one of the most useful. 


In Acr-Allantomide Ointment 9-aminoacridine is combined with sulfanilamide. 
Thus, full use is made of the natural synergism that exists when these two potent 
antibacterial agents are combined.?:2 


Acr-Allantomide Ointment offers these important advantages: 
1. It is effective against an extremely wide bacterial spectrum. 
‘ 2. It is effective in the presence of pus. 
3. It is non-injurious. 
- , 4. It does not sting. 
DES Acr-Allantomide Ointment is intended for use in the local treatment of wounds, 
ACR-ALLANTOM topical ulcers, burns and related surgical conditions. It is also of value in dressing 


CINTMENT 


WITH 9-AMINOACRIDINE boils, carbuncles and infected lesions. 
Hydrochioride 
ama, e ele ny 1 Martin, G. J. & Moss, J.: Proc. 111th Meeting A. S.C., p. 2B. Atlantic City, 
N. J. (April 14-18) 1947. 
to. the 2 Spotts, D.: Am. Surg. 2:183 (Aug.) 1947. 
Es 

THE NATIONAL DRUG ale >} ACR-ALLANTOMIDE OINTMENT IS AVAILABLE IN 2 

PHILADELPHIA, | 


OUNCE TUBES AND 1 POUND JARS. DESCRIPTIVE LIT- 
ERATURE AND SAMPLES WILL BE SENT ON REQUEST, 


Te 
NATIONAL 


DRUG COMPANY 


THE NATIONAL DRUG COMPANY puitavetensa 44, penna. 


PHARMACEUTICALS « BIOLOGICALS + BIOCHEMICALS FOR THE MEDICAL PROFESSION 
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When you specify 


you buy 


AMERICAN | 


The dependable performance of hospital equip- : 
ment counts, today. The ability of “American” 
to provide the ultimate in functional operation 
and flexible latitude is widely recognized as an 
important contribution towards the more satis- 
factory operation and maintenance of the Cen- 
tral Sterile Supply, Surgical Supply and Operat- : 


ing Room Services. 


_ AMERICAN STERILIZER COMPANY — 


Erie, Pennsylvania, U.S.A. 


WRITE TODAY for 
descriptive literature 


DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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ESIA APPA 
MEDICAL GASES 
OPERAY. SURGICAL LIGHTS 
SCANLAN SUTURES 
KREISELMAN RESU 


Carbon Dioxid 


Helium-Oxygen 


GASES 


Ohio anesthetic and therapeutic gases are 
backed by exhaustive research that provides 
highest purity. Exacting methods of manu- 
facture—gained through more than 50 years 
of specialization—maintain constantly uni- 
form quality. 

All Ohio cylinders are thoroughly cleaned on 
the inside to remove any possible contam- 
ination before Ohio gases are compressed 
into them. Exteriors are refinished each 
time cylinders are filled. 


Valves are checked and serviced prior to 
each filling and after filling are sealed to 
guard against the intrusion of dust and 
grease in the valve orifice and to make pos- 
sible quick distinction between full and 
empty cylinders. 
Your medical, surgical and anesthetic staffs 
will appreciate added assurance and peace of 
mind when they see “Cylinders from Ohio” 
on your anesthetic and therapeutic equip- wiles 
ment. Ohio service in the delivery of these 
gases is readily available from principal cities. |. Chie 


5. Scanlan-Morri SterilBrite Furnitur 


MANUFACTURERS OF MEDICAL APPARATUS, 
GASES AND SUPPLIES FOR THE PROFESSION, 
HOSPITALS AND RESEARCH LABORATORIES 


BRANCH OFFICES IN PRINCIPAL CITIES 
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EIDBRINK Kinet-o-meters are 
designed to meet all requirements 
of the anesthetist for the administration 
of the various anesthetic gases now gen- 
erally used. Included are cabinet models 
for 3, 4 or 5 gases in large or small cyl- 
inders; cart models for large cylinders; 


mobile stand models for small cylinders, . 


and portable models. 


The compactness and easy mobility of 


1zers. 


CABINET KINET-O-METERS 


Cabinet Kinet-o-meters are available 
with absorbers of either the To-and-Fro 
or Circle-Filter type, and ether vapor- 


the cabinet models have made these units 
favorites in many hospitals. The cabinet 
provides storage for the machine and a 
convenient anesthetist’s table with four 
drawers. Mounted on four large ball- 
bearing swivel casters. Flowmeters, 
mounted on top, are clearly visible to the 
operator. Absorber and ether vaporizer 
with attached tubings and inhaler are 
mounted on a post which is adjustable in 
height within range of 17 % inches. 


and series 400, each are available in four 
models of various gas combinations in 
small cylinders. 


The 900-series, 4-gas cart-cabinet out- 


The 5-gas outfit, No. 550 has 1 yoke for 
cyclopropane, 2 for ethylene, 2 for nitrous 
oxid, 1 for carbon dioxid, and 2 for oxy- 
gen, all in small cylinders. 


The 3-gas and 4-gas outfits, series 300 


anesthesia apparatus 
inreadily portable form is available 
in two types—the Midget Kinet-o-meter, 
and the Heidbrink Junior. Both are 
available with or without carrying case. 


The Midget is a 6-gas, 3-flowmeter, 6- 
yoke machine accommodating cylinders 
up to and including size E. One flow- 
meter is triple calibrated for ethylene, 
cyclopropane and nitrous oxid, with 
each gas accurately and independently 
indicated; one for oxygen, and the third 
for helium and carbon dioxid. 


. Midget with carrying case. 

Sectional metal upright at- 

taches to cover to support 
machine while in use. 


EQUIPM 


No. 550 with apparatus folded into cabinet. 


fits, for two large cylinders and yokes 
for small cylinders, are made in four 
models, for various combinations of gases. 


For complete information, mail the cou- 
pon from second succeeding page. 


Cabinet Kinet-o-meter No. 550 


HEIDBRINK PORTABLE ANESTHESIA 


The Heidbrink Junior, for the ad- 
ministration of nitrous oxid or 
ethylene with oxygen and ether, 
accommodates style B, C, D or E 
cylinders. Available with or with- 
out obstetrical automat. Standard 
models mounted on stand with 
ball-bearing rubber-tired swivel 
— portable mounted 
on telescoping stand with carryi 
handle be had with 
ing case. Complete outfit with 
carrying case and B cylinders 
weighs only 35 pounds. 
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CART AND STAND 
KINET-O-METERS 


EIDBRINK Cart Kinet- 
o-meters for large gas 
cylinders and Stand Kinet-o- 
meters for small cylinders are 
made in 4-, 3-, and 2-gas mod- 
els. Cart models are mounted 
on 10” rubber-tired side-wheels 
with ball-bearing front caster 
and stand models on quiet ball- 
bearing rubber-tired casters, 
for easy mobility. The heads 
of the machines may be raised 
or lowered within a range of 
20 inches—a great advantage 
when the operating table is used 
at extreme angles. 


FOR ADULTS AND INFANTS 


INCE asphyxia occurs more frequently in the 
delivery room than anywhere else, adequate 
resuscitative apparatus should be available, not 
only to keep asphyxial mortality at an absolute 
minimum, but also to prevent many of the com- 
plications which later arise as a result of asphyxia. 


Kreiselman Resuscitators provide economical, 
safe and adequate means for meeting the require- 
ments of successful treatment of asphyxia and 
oxygen deficiency in all types of cases. These 
resuscitators are made in cart models for large 
cylinders of oxygen; stand models for small cyl- 
inders, and heated bassinet resuscitator models. 


A plastic hood for oxygen therapy is available 
for use with bassinet 
No. 400A Cart Kinet-o-meter, models, or it can be used 
Ethylene, Nitrous Oxid, Carbon . 
(c automatically raises hood- 
also available). cover, providing circulation 
of atmospheric air, in case 


f fail f ly. 
No. 410A Stand Kinet-o-meter, for 


same gases as No. 400A, but in All Kreiselman Resuscita- 
small cylinders. 
2 tors embody identical prin- 


(Cyc! odel 
"aoa. ciples and when equipped 


with the proper sizes of 
masks are complete and ad- 


For complete informa- 
tion, mail the coupon equate for the treatment of 
from next page. infants, children and adults. 


AT LEFT: Cart Model Mobile stand model 
for large cylinders. Kreiselman Resuscitator 
for small gas cylinders. 


APPARATUS 


"Junior Portable in Junior Portable, with 
carrying case. obstetrical automat. 


Kreiselman Heated Bassinet Re- 
suscitator with plastic tent hood. 


USE THE COUPON 
ON NEXT PAGE BE 
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SCANLAN-MORRIS 


Scanlan-Morris Operay Surgical Lights are made in two efficient 
general types—Operay Multibeam (shown here) and Operay 
Surg-O-Ray, ceiling and portable. All may be equipped for emer- 
gency battery service and are available in explosion-proof and 
Is standard types. Send the coupon below for catalog of Operay 


Surgical Lights. 


Minimize Risk of the Ignition of Anesthetic Gases 
by Static Spark 


The sole function of the Horton Intercoupler is 
to equalize electrostatic potentials among such 
bodies as may be directly connected to it, 
thereby reducing hazard of igniting explosive 
gases by static spark. 


The Intercoupler consists of a small metal case 
containing a network of resistors so arranged 
as to present five terminals, between any ho 
of which there is a resistance of one meg if. 
Any two to five bodies connected tothe termi- 
nals are maintained at the same electrostatic 


potential. (A sixth terminal can be provided Write for reprint: 


if requested.) Prevention of Ignition of Anesthetic 

Gases by Static Spark—Philip D. ore 

H H bridge, M.D., J. Warren Horton, Sc.D., 

complete information write for descriptive Karl Connell, M.D. ANA. Journal, Vol 
ae folder No. 1-140. 113, No. 9, Aug. 26, 1939 


~The “Ohio” line includes many of the major items of Complete Hospital Equipment 


SCANLAN-MORRIS STERILIZERS OPERATING TABLES 
In addition to the items for every hospital requirement. and Examination and Treatment Tables. 
briefly mentioned on STERILBRITE SURGICAL FURNITURE RECESSED CABINETS — 
these four pages, prod- for operating and delivery rooms. ote. 
NURSERY DEPARTMENT EQUIPMENT NURSES’ STATION UNITS 


THE OHIO CHEMICAL & MFG. CO. | 
¢ 
1400 East Washington Ave., Madison 3, Wisconsin | Chemical GASES AND 
Medical Gases; o Surgical Lights; O Horton Intercoupler 
O Kreiselman Resuscitators THE OHIO CHEMICAL & MFG. CO. 


1400 East Washington Ave., Madison 3, Wisconsin 


Name 


Represented in Canada by Oxygen Company of Canada Limited, and Internationally by Airco Export 
Corporation, 33 West 42nd Street, New York 


BRANCH OFFICES IN PRINCIPAL CITIES 


State. 


| 
. | 
| 
$5 
ne 
ka Address 


administration 


¢ 


with 


Ether 


N 


The ease of administration with Ether leads to its choice 
by most anesthetists. Even in the lower stages of deepest 
anesthesia. comparative safety is possible with Ether. 
Anesthesia of any stage can be easily obtained. Ether has 
long been the choice in operations of Jong duration. 


Mallinckrodt Ether for Anesthesia is known for its un- 
surpassed uniformity in potency, purity and stability. It 
is a product of eighty-one years of Mallinckrodt research 
and precision manufacture. 


The can neck is built to a perfect taper which accurately 
fits a standard cork. It makes possible a secure closure. 


Mallinckrodt Ether for Anesthesia is supplied in 14-Ib., 
1%-]b., 1-Ib. and 5-Ib. cans. 


Mallinckrodt’s sound motion pictures “ADVENT OF ANESTHESIA” and 
“ETHER FOR ANESTHESIA” are available to medical societies and other 
professional groups. Write to our St. Louis or New York office for 
details. 


Mallinekrodt Chemical Works 


FINE CHEMICALS 


YEARS OF SERVICE TO CHEMICAL USERS 


SINCE 


Mallinckrodt St, St. Louis 7, Mo. 
72 Gold St., New York 8, N. Y. 


CHICAGO CINCINNAT] CLEVELAND LOS ANGELES 
MONTREAL * PHILADELPHIA ¢ SAN FRANCISCO 
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For safety and convenience 
treating 


infantile diarrhea 


KNL-CUTTER 


(Darrow’s Solution in Saftiflasks) 


PIDEMIC DIARRHEA is on the 

increase—it’s breaking out in un- 

expected places—at unexpected 
times. Hospitals, doctors and nurses, 
mothers and fathers—all are acutely 
aware of diarrhea and its dangers. 


Are there too many babies in too small 
a space? Too few nurses; or trained 
technicians? Whatever the cause, it will 
be found and corrected. But in the mean- 
time — infant lives can be saved. 


x * * 


Darrow has clearly demonstrated that 
losses of potassium, as well as sodium 
and chloride, are a prominent feature 
of the dehydration of severe diarrhea'— 
and that potassium can safely be re- 
placed. In clinical tests using potassium 
chloride-sodium chloride-lactate solu- 
tion, Darrow found— 


only 3 out of 50 patients died com- 
pared to 17 fatalities out of 53 in the 
control group, which received con- 
ventional therapy 


—thus justifying the conclusion that “in 
general potassium therapy does not 
apparently shorten the period of watery 
diarrhea, but it does enable the babies 
to withstand a severe or prolonged 
attack thatwould otherwise be fatal.’’? 


Following the publication of Darrow’s 
findings, there began a slow but steady 
demand for his formula already made 
up in a sterile, pyrogen-free solution. 
Doctors asked for it—knowing how 
quickly diarrhea can strike and how 
deadly it can be. Hospitals asked for it 
—realizing that taking the slightest 
chance with diarrhea is like playing with 
Cutter filled this urgent demand on a 
small, special order scale at first. Now— 


10 


available to everyone is KNL Solution— — 


Darrow’s formula prepared with the 
same painstaking care, under the same 
exacting conditions, as other solutions 
in the Cutter line. 

*® 


Think what assurance like that can mean 
in a situation like this: 
Diarrhea has struck in your hospital. 
One — two — three babies. Isolation. 
Sealed nurseries. Scrupulous cleanli- 
ness. Every known control measure 
rigidly enforced. And still it spreads. 


In this tense, “epidemic” atmosphere, 
“making your own” is risky business — 
even in the most well-equipped, expert- 
ly-staffed hospital. Potassium therapy 
itself requires utmost caution. And the 
assurance that the solution you are 
using is the safest that can be produced 
—may well be worth its weight in lives 
saved. 
KNL-Cutter comes in Saftiflasks 
(500 cc.); each 100 cc. supplies 0.26 gm. 
potassium chloride, 0.4 gm. sodium 
chloride and 0.59 gm. anhydrous sodium 
lactate. In administering it 
First-a preliminary infusion of saline 
should be given to reduce the 
dehydration 
Second—urine excretion should be 
obtained before infusion 
Third—solution must be given slowly 
over a period of 4-8 hours and 
heart action watched carefully 
Fourth—dose should seldom exceed 
80 cc. of solution per kilogram 
body weight per day 
With summer only a few months off, 
may we suggest you keep a minimum 
supply of this solution on hand for 
emergencies? When ordering, just re- 
member K for potassium, Na for sodium 
and L for lactate— KNL-CUTTER. 


x * 


1. Darrow, Daniel C., Treatment of Diarrhea in 
Infants, The Interne, 12:594-599, 616, Sept., 1946. 


2. Govan, Clifton D., Jr.,and Darrow, Daniel C., 
The Use of Potassium Chloride in the Treat- 
ment of the Dehydration of Diarrhea in Infants, 
J. Pediat. 28:541-549, May, 1946. 


x * 
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> This is all very confusing, but a 
physiologist at the University of Illi- 
nois, who has been studying the electric 
potential of brain tissue, concludes that 
when a person is conscious, the brain 
cortex emanates negative charges. In 
sleep, the negative charge is reduced, 
and thus in deep unconsciousness, such 
as anesthesia, the cortex discharges 
positive charges. When a person is 
conscious, one ordinarily assumes he 
is in a positive state — all of which 
means that when you are declaiming 
on your favorite subject and some one 
says “Are you positive?”, you can 
readily answer, ‘‘No, I’m negative.” 


> beneficial use of air-borne 
bombs has finally appeared. The 
Forest Service of the United States 
Department of Agriculture has re- 
ported success in controlling forest 
fires by dropping water-filled bombs 
from airplanes. They have managed 
to keep fires in check until ground 
crews could arrive to extinguish 
them. 


> A report from the “ American Jour- 
nal of Psychiatry” indicates that elec- 
tric shock offers a possible cure for ex- 
treme cases of stammering. 
tigators report the case of a 20-year- 
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old girl who stammered so badly that 
she could speak only in occasional 
monosyllables. After a series of 13 
electric shock treatments, she now 
talks freely and even sings. Four 
treatments were given before any im- 
provement was shown and the thir- 
teenth treatment produced a mild con- 
vulsion, similiar to the “petit mal’ of 


epilepsy. 


» Nature will not cooperate by rain- 
ing when and where Westinghouse 
research engineers want it, there- 
fore, the scientists have developed 
their own “dry raindrops.” These 
plastic raindrops are similar to real 
rain in size, shape and electrical 
properties. They serve as targets for 
ultra-short radar waves and ‘are 
being used in an attempt to cure the 
“blind spot” in radar’s all-seeing 
eye. 


> The Navy has recently completed 
construction of a room whose inner 
walls are like the coat of a porcupine. 
The walls of this room are covered 
with fiberglas wedges, each protruding 
about five feet, and arranged so that 
no sound can bounce from them — 
consequently, the room is echoless and 


can be made into a place of absolute 
silence. It was constructed to de- 
termine with extreme precision the 
effect of single, pure, undistorted 
sounds. Here, it is possible to hear 
your own voice exactly as it comes 
from your vocal cords. Almost every- 
where else, you actually hear a hun- 
dred or a thousand voices when you 
speak, or when anybody else speaks, 
because the sounds are distorted by all 
the echoes from nearby surfaces and 
from all angles. 


> Surgeons by now have had enough 
experience with the metals, Tantalum 
and Columbium, to prove conclusively 
that both are “biologically acceptable” 
because body tissues grow over them 
without becoming irritated. Artificial 
ears have been grown on frames of 
columbium and tantalum wire, more 
than 5,000 skulls have been repaired 
with tantalum plates, and thousands of 
severed or injured nerves have been 
restored with tantalum foil. 


> Would you like to have an entire 
year’s dental work done at one sitting? 
“Tt can be done in that short time,” 
says Dr. Paluel J. Flagg, of New York 
City. Dr. Flagg is not a dentist, but 
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an authority on anesthesia. In work- 
ing with dentists, he has demonstrated 
many times that under general anes- 
thesia a dentist can do a tremendous 
amount of work in a short time, with- 
out shock or after effects to the pa- 
tient. A 16-year-old girl had seven 
cavities filled in two and a half hours; 
a high school boy had one tooth ex- 
tracted and 28 cavities filled; a 20- 
year-old woman, a psychopathic case, 
had six teeth extracted and eight teeth 
filled in two and a, half hours under 
general anesthetic. 


> It is said that a concentrated, de- 
termined campaign would insure a 
completely fly-free America within ten 
years. Consequently, the United States 
Junior Chamber of Commerce an- 
nounces that it launched the first organ- 
ized campaign to DDT-blitz all flies 
and mosquitoes through its 1700 local 
organizations and its state groups. It 
is pointed out that how soon the 
menace of flies and mosquitoes is 
brought under control depends almost 
entirely on how soon the public 
realizes that it is no longer necessary 
to put up with these disease-carrying 
pests. 


> After studying criminals for four 
years, a Columbia university psychi- 
atrist declares that abnormal family 
tension, and psychosomatic illnesses 
derived therefrom, are largely respon- 
sible for criminal tendencies. In all 
of the criminals examined there was 
emotional tension which was found to 
be a breeding place for hostility and 
resentment, leading not only to anti- 
social behavior but to physical and 
mental diseases. Fifty per cent of the 
criminals included in the investigation 
were having trouble with their di- 
gestive systems; others had symptoms 
of heart, nerve, skin and respiratory 
diseases —- all of which could be 
traced to psychological origins. 


> Two graduate students in mechanical 


engineering at Cornell 
managed to warm a house with heat 
from the earth. The principles used 


university 


were similar to those of the heat-pump, 
and consisted of a coil buried in the 
ground, through which water was 
pumped. The water was gradually 
raised in temperature by heat absorbed 
from the earth. The scientists con- 
cluded “that the ground appears to be 
a good source of heat in northern 
sections of the country.” 


> Solomon’s time-honored advice, ““Go 
to the ant, thou sluggard, observe her 
ways and be wise,” may not be so good 
after all. A group of scientists from 
the. American Museum of Natural 
History has been studying ants in 


- the Panamanian jungles and finds that 


about 40 per cent of the ants in a 
colony spend all their time loafing 
and never do any of the work with 
which they are credited. An additional 
40 per cent of the members of an ant 
colony are very good workers, and the 
remaining 20 per cent work once in a 
while. 


> News has just been received of a 
near revolt by the Camerons of Scot- 
land because British tailors are threat- 
ening to give kilts the “new look.” 
A tailors’ magazine suggested that 
manufacturers drop the hemlines of 
kilts a full six inches. The head of 
the Cameron clan, however, declared 
that kilts are not like women’s fashions 
and do not go up and down from 
year to year. For centuries the Scot- 
tish kilts have come to the middle of 
the kneecap so they just touch the 
ground when one kneels — they 
should be no longer and no shorter. 


> Four groups of one thousand 
patients each, subjected to statistical 
analysis, revealed that on the average 
those who smoke were subject to 
coronary thrombosis ten years earlier 
than nonsmokers. This was pointed 
out in Hygeia, the health magazine of 
the American Medical association. It 
is suggested that this may have some- 
thing to do with the higher incidence 
of coronary thrombosis among women 


in the past 30 years. Not considered 


a cause of the disease, smoking is, 
however, thought by many heart 
specialists to be a factor. 


> Experiments made during the war 
seem to have proved conclusively that 
sounds are not lethal. No sounds were 
found that would even jitter the nerv- 
ous system or cause nervous break- 
downs. Intensities of 120 decibels or 
more are odious to human beings, and 
people can be unhinged by sounds 
which they regard as having ominous 
meanings, but insanity, nervousness, 
nausea, confusion, etc., do not occur 
because of noises. Tremendous 
racket can burst eardrums, but no 
permanent damage is done and re- 
covety is usually complete. 


» Although diabetes ranks eighth 
among all causes of death in the 
United States, the life expectancy of 
diabetics has been constantly increas- 
ing. The average 10-year-old diabetic 
can expect to live to the age of fifty- 
five; the 30-year-old can expect to live 
to sixty-plus; the 50-year-old to sixty- 
six; and the 60-year-old diabetic to 
more than seventy. Diabetes strikes 
most often in middle and old age and 
more women than men are affected. 
Studies tend to show that the highest 
diabetes mortality is among the most 
prosperous classes, and lowest among 
workers doing hard manual labor. 


> The smarter the man the quicker he 
falls, concludes the U. S. Census 
Bureau after a spot survey of 30,000 
households in the United States. Smart 
men marry, but smart women stay 
single, according to the survey which 
shows that the highest percentage of 
married men are among those with 
the most education—the opposite is 
true of women. 66.2 per cent of all the 
males in the United States are married 
and 64.2 of all the females are mar- 
ried, a considerable increase over 
1940 when only 59 per. cent of each 
were among the benedicts, The big- 
gest increase in the- marriage rate was 
in the age group from 20 to 29 years. 
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R. LEONARD A. SCHEELE, who 

took oath of office as Surgeon General 
on April 6, steps to the head of the U. S. 
Public Health Service in its 150th year of 
existence. He has devoted his entire pro- 
fessional life to public health. 

An officer in this Service since 1934, Dr. 
Scheele’s previous assignments in its interests 
have been many and varied. Since July, 1947, 
he has been director of the PHS National 
Cancer institute, and has done much to 
forward plans for the Service’s 500-bed 
hospital for clinical research at Bethesda. 
Prior to that (1939 to 1942), he was Officer 
in Charge of the Institute’s Cancer Control 
program, working on studies in the epidemi- 
ology of this disease, the end results of 
treatment, and as liaison with the various 
agencies engaged in cancer control. Dr. 
Scheele began his specialization in 1937 as 
Special Cancer Fellow at Memorial hospital, 
New York City. His first duties with the 
PHS included a year’s service in both San 
Francisco and Honolulu, as Assistant Quar- 
antine Officer, and, in 1936-37, as Health 
Officer of Queen Anne’s county, Maryland. 

During the war, Dr. Scheele saw service 
in both this country and in Europe. He spent 
a year (1942-43) in Washington as chief 
of the Field Casualty Section, Medical Di- 
vision of the U. S. Office of Civilian De- 
fense. For the next two years, he was 
assigned to the Army and held a variety of 
major assignments in military government 
and civil affairs in Africa, Italy and later 
with ‘Supreme Headquarters of the AEF, 
in all the countries of Northwest Europe. 

He was loaned to the Medical Department 
of the U. S. Army in January, 1943, and 
went overseas as a member of the American 


military government staff of Field Marshal 
Lord Harold Alexander’s Fifteenth Army 
Group, planning the invasion of Sicily 
and the mainland of Italy. In early 
1944 after service in the military govern- 
ment and on the Allied Control Commission 
for Italy, he was transferred to London as 
a member of General Dwight Eisenhower's 
planning staff for civil affairs and military 
government operations in Northwest Europe. 
After service in Supreme Headquarters in 
various parts of Europe, he went to Berlin 
to be available as a medical consultant for 
the Potsdam Conference, and served for 
a brief time on the Allied Control Council 
under General Lucius Clay, before return- 
ing to the U. S. in 1945. He holds the 
Legion of Merit, the Typhus Medal, the 
Order of Public Health (France) and sev- 
eral other foreign decorations. 

The new PHS head was born in Fort 
Wayne, Indiana, July 25, 1907. He received 
his A.B. from the University of Michigan in 
1931; his B.S. in medicine (1933) and 
his M.D. (1934), both from Wayne univer- 
sity, Detroit. 

Mrs. Scheele holds a D.D.S. from the 
University of Michigan medical school. The 
Scheeles have two daughters, aged 8 and 11, 
and a son who was just one year old on 
March the first. Their residence is at 5521 
Johnson Avenue, Bethesda. 


h 
st 
& 
rt 
od 


AS making a big smell 

to kill the germs is no longer a 
popular disinfecting procedure, the 
Indian ‘in us still delights in making 
a bright color to kill the germs, pro- 
viding, of course, that the bright 
colors do not stain our linen! 

If you are convinced that a certain 
colorless antiseptic is the most effi- 
cient and cheapest chemical to use, but 
nurses and doctors feel uneasy about it 
because it is colorless and odorless, try 
adding a tint. A few cents for tint 
may insure acceptance of a skin anti- 
septic which costs six dollars less per 
gallon than certain colored antésep- 
tics otherwise used. A very pretty 
saving indeed for being your own 
colorist! 

Dr. L. W. Rising, a professor of 
pharmacy, tells us, “If you get several 
bacteriologists together in a room, it 
is hard to find agreement about chem- 
ical sterilization. Vagueness and in- 
decision are prevalent in the field, 
and it is hard to say that any one or 
two disinfectants are best, for tests 
exist. proving each of a variety of 
chemicals to be better than all others.” 


What's the Goal? 


In considering surgical sterilization, 
we need a picture of what we are try- 
ing to accomplish. The goal of asep- 
tic surgery is the complete elimination 
of all microorganisms which might 
contaminate the wound. Complete anti- 
sepsis of inanimate objects is pos- 
sible, and commonly attained when 
steaming or boiling is thorough. 


By Ruth Boyer Scott, R.N. 


Air antisepsis is one of the weakest ° 


controllable points today, and ultra- 
violet lamps offer hope, together with 
improved masks and restriction on 
numbers of persons permitted in the 
surgery. “The incidence of operative 
and post operative infection can be re- 
duced by 50 per cent by the use of 
ultraviolet lamps,” according to Dr. 
Edwin J. Pulaski, and use of ultra- 
violet radiation of the air during sur- 
gery at Duke university eliminated all 
deaths from “unexplained infections”, 
reduced the incidence to a fraction of 
one per cent, and improved the wound 
health in every case where used. 


Skin Disinfection 


Skin disinfection is the least satis- 
factory to control from a theoretical 
standpoint. The ideal skin disinfec- 
tant would give complete steriliza- 
tion of all bacteria, fungi and pro- 
tozoa, with no damage to the living 
tissue. Unfortunately even the mild- 
est disinfectants are toxic or irritant 
to some degree, although chemists still 
are trying for the ideal in this respect. 
The structure of ,the skin makes it 
probable that perfect skin antisepsis 
never can be achieved. 

Both transient and resident bacteria 
inhabit the skin. Transient bacteria 
are any acquired from contact. Resi- 
dent bacteria are normal inhabitants 
always found on that individual, and 
some are situated deep in the skin 
follicles and glands, from which they 
rise to the surface and increase, es- 
pecially during perspiration, As the 


Snvestigation Of 
Surgical 


patient’s skin commonly perspires dur- 
ing surgery, a surgical field which ap- 
proached sterility at the beginning of 
an operation will be shown by culture 
to be highly contaminated at the end 
of the operation. 

What are these various chemicals 
which may be used to attempt sterili- 
zation? A collective review of Anti- 
sepsis and Disinfection in Surgery, by 
Dr. Pulaski in the International Ab- 
stracts of Surgery; Surgery, Gynecology 
and Obstetrics for Feb. 1947 pp. 107 
to 121, summarizes current literature 
and provides many helpful and some 
startling statements. 

Most nurses know that absolute or 
95 per cent ethyl alcohol is rela- 
tively ineffective and that 70 per cent 
ethyl alcohol is the only strength 
which is effective against bacteria. But 
since the war-developed isopropyl 
alcohol is used full strength (about 
99 per cent), labels must be read with 
caution for accurate use of alcohol. 
Isopropyl alcohol is a better bacteri- 
cidal agent than ethyl alcohol, and its 
low water content makes for less rust- 
ing of instruments than use of 70 
per cent ethyl alcohol. 


Improved Hypodermic Technique 


According to Dr. Pulaski, neither 
alcohol kills spore forms, which means 
that wiping the rubber cap of a medi- 
cation vial with alcohol, or a short 
immersion of objects in alcohol will 
not insure sterility. Therefore, an im- 
proved hypodermic technique would 
be to paint the rubber vial cap with 
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iodine or some other spore-killing dis- 
infectant, then cover it with a pledget 
of alcohol until used, and to paint the 
skin injection site with iodine or a 
mercuric tincture. 

Hatfield and Lockwood state, 
“Through a modification of the Price 
technique by which the effectiveness of 
antiseptics on freshly scrubbed skin 
is evaluated, it is concluded that al- 
cohol is preferable to any group of 
commercially prepared agents specifi- 
cally designed for skin sterilization.” 
Since this directly contradicts other 
authorities, obviously much is still to 
be learned about disinfectants. 


Solution for Cold Sterilization - 


In the aldehyde group, formalde- 
hyde has the advantage over alcohols 
in that it kills spores as well as other 
forms of bacteria on gloves and in- 
struments, but is too irritating to use 
on the skin. Tainter worked out a 
solution for cold sterilization of in- 
struments which smells better than 
plain formaldehyde solution, does not 
corrode, and is reliable for killing 
spores as well as vegetative forms of 
bacteria. 

Isopropyl alcohol, 1000 c.c. 

Oil of geranium, 2 c.c. 

Distilled water, 780 c.c. 

Oil of cinnamon (or cassia), 4 c.c. 
Sodium nitrite, 4 gm. 

Sol. of formaldehyde USP, 160 c.c. 
Triethanolamine, 60 c.c. 

Anionic (negatively charged) and 
cationic (positively charged) types of 
antiseptics include the old and the 
new, for one of the leading anionic 
substances is soap, which is excellent 
for removing foreign substances me- 
chanically by emulsification and sus- 
pension, but must be followed by 
some type of chemical disinfectant, as 
it will not produce skin sterility alone. 
Many attempts have been made to in- 
corporate disinfectants in soap, with 
little success until the new compound 
of phenol called ‘“G-11” was intro- 
duced with power to reduce the bac- 

terial count. 
_ Among the chemicals in the cationic 
group are the relatively new ‘“zep- 
hiran”, “‘phemerol” and “‘ceepryn’’, to 
mention a few of the trade names of 
the quaternary ammonium salts. The 
necessity to remove soap thoroughly 
before using zephiran or the others is 


APRIL, 1948 


obvious because the positive charge of 
the cationics will be neutralized by the 
negative charge of the anionic soap. 
This group has an excellent reputation 
for skin preparation because of the 
penetrating power, the nonirritating 
quality, and a bactericidal effect com- 
parable to iodine, except that like al- 
cohol, this group has not tested effec- 
tively against spores. - Tints may be 
added when these colorless prepara- 
tions are made up in the hospital 
pharmacy, in order to demarcate the 
sterile field and insure covering all 
areas. When used for storage of 
sterilized instruments, 0.5% of sodium 
nitrite may be added to prevent cor- 
rosion. 


Actual testing of zephiran chloride 
for the preoperative preparation of the 
hands is reported by Dr. Durward L. 
Lovell in the Archives of Surgery 
(September, 1946). Dr. Lovell’s ex- 
periments showed 1:1000 aqueous 
solution of zephiran chloride and 1:- 
1000 zephiran chloride tincture to be 
better chemical cleansing agents than 
70 per cent alcohol. While a tincture 
has the advantage of the rapid evap- 
oratian of alcohol, the results from the 
aqueous solution of zephiran were 
superior from a bactericidal stand- 
point. His experiments still place 
soap and water as superior for me- 
chanical cleansing. His best results 
were achieved by using soap for me- 
chanical cleansing, followed by thor- 
ough scrubbing with a clean brush and 
running tap water for one minute, to 
remove all soap. After this scrubbing, 
aqueous zephiran chloride from a dis- 
penser gave best hand sterilization. 
As small amounts of soap it a basin 
of zephiran solution will neutralize 
the chemical, a dispenser is highly 
advisable, or the basin solution must 
be changed frequently. 


A Time-Saver 


For busy surgeons and nurses, Dr. 
Lovell’s procedure between clean cases 
will prove time-saving. Actual test 
cultures showed that when zephiran 
chloride was used for preoperative 
scrubbing, scrubbing between clean 
cases could be omitted in favor of 
rinsing the hands and arms with 
running water to flush away powder 
and perspiration, followed by washing 
for 3 minutes in a 1:1000 aqueous 


solution of zephiran chloride. 

Dr. Pulaski dismissed Mercuro- 
chrome as ineffective in numerous ex- 
periments, but a series of tests by a 
reputable hospital showed Mercuro- 
chrome to be superior to any other 
chemical disinfectant for skin prepara- 
tion. Perhaps the subject of disinfec- 
tants originated the expression, “where 
doctors disagree’. 

Among the halogens, iodine is 
ptaised as one of the most reliable 
agents for preoperative skin prepara- 
tion. While the tincture has the ad- 
vantage of drying rapidly, the various 
aqueous solutions may be equally or 
more effective and do not cause sting- 
ing. Dr. Lovell mentions 3.5 per 
cent iodine, applied in two layers and 
removed with 70 per cent alcohol to 
prevent blistering, as effective, but 
considers many other antiseptics good. 

Among the mercury compounds, 
merthiolate and metaphen are supe- 
rior to simple mercurials, but Dr. Pu- 
laski reports that their action is slower 
than iodine, and that they lack ability 
to kill spores. 


The Final Choice 


Which to choose from all these 
types? The pharmacy and the pur- 
chasing agent look at costs and recog- 
nize that hospitals often do not get 
value paid for disinfectants. One hos- 
pital told me, “If we had a closed 
staff we could present facts and ask 
all our doctors to use the inexpensive 
quaternary ammonium salts (zephi- 
ran, etc.). Since we have an open 
staff we allow doctors to choose, and 
many ask for the expensive organic 
mercurials, such as metaphen and mer- 
thiolate.” 


Because of expense, certain surgeries 
have been prohibited from using al- 
cohol for sterilizing non-boilable glass 
suture tubes, or the safer alcohol plus 
some type of iodine tablet for spore- 
killing. As tubes float in an aqueous 
solution, they have to be weighted to 
insure immersion. An inexpensive, 
safe solution in which suture tubes 
will sink is needed. Dr. Rising sug- 
gests, ‘“Why not ask the suture houses 
to put weighting inside the tubes, to 
make them sink?” 

Of many hospital surgeries visited, 
only a few have run bacterial plates 
on their hand technique, forceps, su- 
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tures and skin preparation, usually at 
long intervals. The use of routine 
bacterial counts in all fields, not 
neglecting the air, might further oper- 
ating room interest in surgical ste- 


rility and promote open minds for a - 


decision on disinfectants based on 
scientific testing. 
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A.C.H.A. HOLDS MEETINGS FOR 

HOSPITAL ADMINISTRATORS 
The Seminar for Fellows of the 

American College of Hospital Ad- 


~ ministrators to be held at Princeton 


university, Princeton, N. J., has been 
advanced to the week of May 9. 


Significant trends important to the © 


chief executives of hospitals will be 
emphasized in the seminar, which will 
continue through May 13. Similar 
seminars previously conducted by the 
A.C.H.A. were at the Universities of 
Minnesota, Columbia and Washing- 
ton. 

The Second Southwestern Institute 
will be May 10-15 at Baylor univer- 
sity, Dallas, Texas, with Lawrence R. 
Payne, Baylor University hospital, act- 
ing as institute director. 

Other institutes scheduled are: 
Third New York, June 13-25, Colum- 
bia university, New York City; Second 
Midwest, July 26-31, Boulder, Colo.; 
Sixteenth Chicago, Sept. 7-17, Uni- 
versity of Chicago. Tentatively sched- 
uled is a Fourth Members’ Con- 
ference in November at Cincinnati. 


The institutes, conducted with the ° 


cooperation of host universities and 
related organizations in the hospital 
field, are refresher courses for ad- 
ministrators and assistant adminis- 
trators of recognized hospitals. 


George Washington University’s 
New Hospital 


ASHINGTON, D. C., has a 

new 405-bed hospital which, 
opening the last of March, now pro- 
vides 405 more hospital beds for the 
nation’s capitol.: The institution cost 
about five million dollars, and is the 
city’s largest private building. 

The FWA approved this construc- 
tion as a war public works project, 
and gave $4,063,000 toward it, in 
Lanham Act funds. The Public Build- 
ings Administration was assigned 
supervision of construction. Alumni 
and friends of the university are pay- 
ing for the equipment. 

This will be a teaching hospital, 
and it includes equipment for such 
modern practices as treatment of the 
mentally ill in a general hospital, the 
“rooming in” plan for mothers and 
newborn children, and it includes an 
outstanding orthoptic clinic. It is the 
eye department which we want to tell 
you about. 

This department is a major one in 
the hospital, and it will serve not only 
the eye patients, but also those suf- 
fering from diabetes, psychiatric dis- 
turbances, high blood pressure and 
other illnesses. The staff will cooper- 
ate closely with other divisions of the 
hospital in the diagnosis of illnesses 


not commonly thought of in connec- 
tion with the eye, according to Dr. 
A. E. W. Sheppard, who will head 
the department. 

In addition to assisting in diag- 
nosis, the department will make avail- 
able the most modern equipment to 
test and treat eye disorders. Services 
will include: 

1. A shop to grind lenses and fit 
and adjust glasses. 

2. Facilities for examining and 
treating eye diseases. 

3. A classroom where clinics will 
be held and undergraduate students 
will receive instruction. 

4. An orthoptic laboratory where 
technicians and doctors can be trained 
and where persons with cross eyes and 
divergent eyes can be given eye ex- 
etcises with proper equipment. 

5. An (eye) operating room where 
the famous corneal transplant oper- 
ation will be performed by Dr. James 
Spencer Dryden, clinical instructor in 
ophthalmology, and where operations 
for cross eyes, cataract, retinal detach- 
ment and other eye disorders will be 
performed. The opening of this 
operating room is expected to relieve 
present congestion in Washington hos- 
pitals. Time allotted for operations 
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by eye specialists now is strictly ra- 
tioned. 

6. A glaucoma clinic where treat- 
ment of this dread disease that blinds 
persons who do not receive early and 
regular treatment can be offered to 
more Washingtonians. 

Resident eye doctors will be trained 
in the practical work of fitting and 
adjusting glasses. By learning the 
“fundamentals of optics’ these phy- 
sicians will have an advantage not 
available to many doctors, Dr. Shep- 
pard points out. 

“They will be trained to recog- 
nize incompetence in lens grinding 
which often is not recognized by eye 
physicians, and also to know when in- 
competence has been corrected. 

“Prescribing glasses correctly is of 
little value if the grinding is not done 
properly after the doctor has seen the 
patient.” 

The shop at the new hospital will 
be able to turn out a maximum of 30 
pairs of glasses each day, but probably 
will start work at the rate of 10 pairs 
daily. 

The newest methods will be em- 
ployed in the grinding and fitting 


shop, and the newest developments 
in ophthalmic lenses will be available. 
Contact lenses will be fitted there. 

Conservatism will be the rule as to 
frames, according to Dr. Sheppard. 
Care will be taken, he states, to see 
that patients do not secure “fancy 
frames” which might be harmful to 
their vision. For example, persons 
with astigmatism will not be fitted 
with harlequin frames. 

“Dark glasses,” he said, “will be 
prescribed only where there is a real 
clinical use for them. They have been 
exploited and will not be prescribed 
where not needed.” 

Four lanes or alleys will be set up 
in the section of the hospital set aside 
for examining and treating eye dis- 
eases. Here, use of binocular ophthal- 
moscopes will enable examination of 
the back of the eye with greatest ac- 
curacy. 

Eikonometers which measure the 
size of images seen by the eye will be 
used to enable proper fitting of glasses 
to people whose two eyes see the same 
object as if it were two different sizes. 

Emphasis will be placed on the 


_orthoptic section of the department 


Dr. William Errgong, resident in the Eye department, examines Mary 
Everist Kramer, supervisor of the ortheptic department. The binocular 
ophthalmoscope gives a microscopic picture of the eye in three dimensions. 
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which will be under the direction of 
Miss Mary Everist Kramer. This will 
be one of the few hospitals in the 
nation where technicians will be 
trained in the administering of ex- 
ercises for crossed and divergent eyes, 
for the condition which results in a 
wheel-like rotation of the eye, and 
for other types of eye difficulties 
which can be corrected by exercise. 

The university’s annual postgradu- 
ate course in orthoptics will be held 
in this division. Other postgraduate 
courses in surgery, and ocular pa- 
thology will be held also in the new 
Eye department. 


A Cooperative Program 


The orthoptic staff also will co- 
operate with Miss Jane Frost Hilder, 
supervisor of the George Washington 
university reading clinic, which is 
conducted by the university’s school of 
education. 


Close cooperation between the Eye 
department and other departments of 
the new hospital is expected to be of 
distinct advantage to patients in a 
general hospital. 

Work with the psychiatry and neu- 
rology department will be important 
because of the effect upon the eye of 
symptoms relative to brain tumors and 
diseases of the central nervous system. 

Members of the eye staff will work 
with Dr. Walter Freeman, professor 
of neurology, and Dr. James Winston 
Watts, professor of neurological sur- 
gery, originators of the frontal lobot- 
omy operation to relieve the hope- 
lessly insane. 


A Diagnostic Aid 


Eye examinations will be used to 
determine the location of brain tu- 
mors, the presence of diabetes and of 
high blood pressure or of certain cen- 
tral nervous system disturbances. Such 
examinations sometimes reveal pre- 
sence of these conditions before other 
symptoms appear. _ 

Eye examinations also will be made 
to detect toxemias that develop during 
pregnancies. Hemorrhages often oc- 
cur at the back of the eye during preg- 
nancy. 

Eye examinations will be routine 
in all cases of later stages of syph- 
ilis. 
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HOSPITAL AT ANNAPOLIS RECEIVES 
AWARD FOR SAFETY 


By C. R. Burke, Commander, U.S.N. 


Public Information Officer, Severn River Naval Command 


Here is an outline of the safety 
program which the U. S. Naval 
hospital at Annapolis maintains. 
This institution was given, a few 
months ago, the Secretary of the 
Navy's Award for Achievement in 
Safety for the years 1945-46, for a 
rate of 0.00 for these years. 


HE award read, in part: “This 

perfect record for two consecu- 
tive years indicates constant vigilance, 
enthusiastic and wholehearted cooper- 
ation and untiring effort among all 
personnel. The Naval hospital is 
highly commended for the establish- 
ment and maintenance of an adequate 
and workable safety program, which is 
necessary in order to maintain this low 
frequency rate. The Secretary’s Award 
for Achievement in Safety is presented 
in grateful acknowledgement for the 
saving of human life, the reduction in 
government expenditures and the in- 


creased production which this low 
frequency rate signifies.” 

The award by the Secretary of the 
Navy to this hospital is an acknowl- 
edged result of a safety program 
which is in active use and participated 
in by all staff personnel. The interest 
of staff personnel is due to the action 
of top management in providing the 
means to safety education, the use of 
safety material, and assuming the 
necessary responsibility in this phase 
of hospital administration. 

In the organization of this hos- 
pital, the Medical Officer in Command 
has designated a staff officer to the 
position of Safety Officer. The duties 
of the Safety Officer are to review re- 
ports of accidents, taking necessary 
corrective measures, and to keep the 


Medical Officer in Command fully ad- _ 


vised of the progress of the program. 

This hospital subscribes to the 
monthly periodical of the National 
Safety Council, Inc., Chicago, Illinois. 


An exterior view of the U.S. Naval hospital at Annapolis. 


From this publication and on a 
monthly basis, safety posters are pur- 
chased for use on the hospital reser- 
vation. Posters are selected with a 
view to our particular field, and local 
physical plant installation. The staff 
shows a deep interest in the posters, 
and they are well received. 
Approximately every six months the 
local Fire Marshal and Safety En- 


gineer inspect the hospital plant. The’ 


informal inspection patty consists of 
the Medical Officer in Command, Ex- 
ecutive Officer, Safety Officer and 
Foreman Mechanic. Any recommen- 
dations made are strictly complied 
with. At the present time, all equip- 
ment has safety guards installed that 
are available. Fire extinguishers are 
placed at critical places of possible 
use. The hospital has men assigned to a 
fire crew for immediate call. This 
crew is drilled weekly and responds 
to an electric bell system which lo- 
cates the fire. This is not to replace 
but to supplement the local fire de- 
partment. 


Elevator Inspection 


Elevators are under a monthly serv- 
ice inspection contract with the manu- 
facturer’s local representative. Recom- 
mendations for repairs are immediately 
complied with. 

The floor wax used is a water- 
emulsion, non-slip, fireproof wax. It 
has the Underwriters Laboratories’ 
approval “‘as a safe walking surface.” 
Flammable liquids are not used on 
floors. 

Oxygen cylinders are moved only 
by use of hand trucks. Rolling is 
strictly forbidden. Cylinders not ac- 
tually in use are required to have a cap 
on over the fragile valve parts. 


The hospital has special fireproof 


storage spaces for highly inflammable 
stores. Acids are stowed in lead lined 
boxes. All paints are handled only 
by the Painting Section, and this sec- 


_tion is held responsible for the proper 


storage of open cans of paint.- The 
paint shop has a fire sprinkler system 
installed. 

The paint shop is considered a con- 
stant place of danger, and intensive 
steps have been taken to safeguard 
personnel involved. A sample of the 
— Regulations for this shop fol- 
Ows: 
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1. Smoking or loafing, in the paint 
shop and adjacent areas, is prohibited 
at all times. 

2. Flames or heat shall not be used 
near uncovered paint, gasoline, paint 
remover or alcohol. A blowtorch 
shall not be filled while hot, or from a 
large container of gasoline. Unneces- 
sarily high air pressure shall not be 
used on torches. No torch shall be 
left unattended. 

3. Defective ladders and _scaffold- 
ing shall not be used. 

4, Care shall be taken to prevent 
slipping when placing ladders. 

5. When going up or down a lad- 
der, free use of both hands is neces- 
sary. To handle material ‘use a rope. 

6. When operating a spray ma- 
chine, a mask shall be worn. 

7. When chipping paint, or per- 
forming other work where eye injury 
may result, goggles shall be worn. 

8. Paint-impregnated or oily rags 
shall be stored in fireproof container 
and emptied at the close of the work 
day. Rags shall not be left in work 
clothes overnight. 

9. Goggles, elbow-length rubber 
gloves, and a rubber apron shall be 
worn while working around lye or 
lye solutions. 

10. At the close of the work day 
the floors shall be policed for loose 


‘gear and trash. Dispose of all empty 


containers which were used for paint 
during the day. 

11. All machines shall be cleaned 
at the end of the work day. 


12. When working in a confined 
space, such as a small room or inside 
a tank, be sure of proper ventilation, 
as there is danger of asphyxiation. 


13. Open paint cans, brushes in 
soak, and other inflammables shall be 
stowed in metal containers. 


14. All lockers should be ade- 
quately ventilated to prevent accumu- 
lation of fumes. 


15. Painters shall not smoke while 
engaged in painting or mixing paints. 

A general overall set of safety rules 
has been published for the entire 
hospital. The various maintenance 
shops have a set of rules covering the 
danger phases of that shop. There is 
a special set of rules applicable to the 


APRIL, 1948 


Commissary Force. On the basis that 
each hospital unit has special pre- 
cautions which should be undertaken 
whenever it is considered that a cer- 
tain amount of hazard exists, a set of 
safety rules is written so that steps will 
be taken to prevent accidents from 
happening and not merely taking cor- 
rective steps after an accident has 
occurred. Through the publication 
of safety rules the lowest echelon of 
staff personnel is kept informed of 
current safety instructions. 

The Foreman Mechanic is in di- 
rect charge of all maintenance spaces. 
In his daily buildings and grounds 
inspection, he includes a safety in- 
spection. In view of his technical 
experience, he investigates all acci- 
dents, and ‘frequently recommends 
corrective measures to be undertaken. 
The Foreman Mechanic is responsible 
for proper “housekeeping” in his de- 
partments. 

The transportation section keeps 
1000 mile full maintenance sheets on 
all vehicles. Drivers are informed 
that vehicles not in excellent con- 
dition are to be reported for correc- 
tive measures. All drivers must have 
a special driver’s license before being 
allowed to drive. At the present time, 
the three full-time drivers have ex- 
cellent records. Two drivers have a 
no-accident record for 14 years each, 
and the third for five years. The prob- 
lem of emergency ttips has been 
thoroughly discussed. All emergency 
trips must be reported to the Medical 
Officer in Command. This has kept 
this type of ambulance trip to a very 
low number. When made, an investiga- 
tion practically always reveals that it 
was considered necessary. Interest by 
top management in this phase has 
been very essential to success of this 
program. 


Some of the major phases of this 
hospital’s safety program have been 
mentioned. It is considered that one 
of the major factors for the success 
of this program has been the perma- 
nent employees who are well indoc- 
trinated in their jobs and as such, 
serve as a stabilizing influence on the 
younger members of the staff. These 
permanent employees are leaders in 
maintaining good housekeeping con- 
ditions and keeping carelessness at a 
minimum. 


OHIO HOLDS APRIL MEETING 

Robert M. Porter, superintendent 
of Children’s hospital, Columbus, is 
now president of the Ohio Hospital 
association, taking office at the close 
of the association’s annual conven- 
tion April 6-8, held in Columbus. 
He succeeds D. A. Endres, superin- 
tendent of Youngstown (Ohio) hos- 
pital. 

The new president-elect is Nell 
Robinson, superintendent of East 
Liverpool City hospital. Other of- 
ficers installed were: Dr. R. B. Craw- 
ford, superintendent of Lakewood 
(Ohio) hospital, first vice president; 
Louis C. Rittmeyer, superintendent 
of Dunham hospital, Cincinnati, 
second vice president; and Rt. Rev. 
M. F. Griffin, Cleveland Heights, 
treasurer. 


Some of the Speakers 


Mr. Porter presided at a Tuesday 
afternoon session on operating costs. 
Dr. John D. Porterfield, state health 
director, addressed the convention 
on the current Ohio Plan for hos- 
pital construction and improvement. 
Another speaker was Paul E. Belcher, 
vice president of Akron’s First Na- 
tional Bank, who warned hospital of- 
ficials that shortages, high taxes and 
high prices will almost certainly con- 
tinue through the next year. The 
annual banquet address was given 
by Ollie M. James, Cincinnati news- 
paper editorial writer. 

Meeting concurrently with the as- 
sociation were: the Ohio Associa- 
tions of Blue Cross Plans, Hospital 


. Bureaus, Record Librarians, Hospital 


Pharmacists, Medical Technologists, 
Nurse Anesthetists, Occupational 
Therapists. and Tuberculosis Hos- 
pitals. 


April 27 was moving day. 
for Hospital Topics, and our 
address is now 30 West 
Washington St., Chicago 2. 
Northwestern university has 
purchased the building in 
which we were located at 450 
E. Ohio St., for the Institute 
of Human Nutrition to be 
conducted by Dr. Tom Spies. 
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Review Of The Most Important Higher 
Court Decisions Affecting Hospitals 


By Leo T. Parker, Attorney at Law 


to a recent higher 

court, a hospital is not liable in 
damages for injuries to visitors or its 
employes caused by an insane person 
while doing work recommended by a 
psychiatrist. 

For illustration, in Cox v. Sanitar- 
ium Company, 184 Pac. (2d) 386, 
reported October, 1947, the testimony 
showed facts, as follows: The San- 
itarium Company operates a sanitar- 
ium in which it cares for the insane. 
A laundry constitutes a part of the 
sanitarium, and in it the work is per- 
formed by patients as a phase of their 
therapy. One Cox was hired as a 


nurse and to supervise the women pa- . 


tients in the laundry and occasionally 
operate some of the equipment. One 
day while she was pressing a garment 
in a steam press a patient tripped up- 
on a floor mat and his knee caused the 
press to close upon Cox’s right fore- 
arm. In that way her right hand and 
forearm were severely burned. 

Cox sued the Sanitarium Company 
for damages, alleging that the latter 
was negligent in five particulars: (1) 
In failing to maintain a safe place 
where Cox worked; (2) in failing to 
“use every device, care and precaution 
practicable for the safety of Cox”; 
(3) in failing to install “a guard 
rail around the steam press”; (4) “in 
maintaining a worn and defective 


During the year 1947 the higher 
courts rendered many outstanding 
decisions involving hospitals. We 
shall briefly review these important 
and outstanding decisions, in view 
of assisting readers to avoid bx- 
pensive law suits in 1948. Many of 
the hereinafter decisions are very 
briefly explained, but readers who 
desire details of any specific law suit 
may refer to the citation, and obtain 


and read the complete decision in. 


any good library. 


floor mat’; and (5) in permitting 
“mentally and physically incompetent” 
patients to perform laundry work. 

In holding the Sanitarium Company 
not liable the court said in respect to 
Numbers 1, 2 and 3: 

“The record contains no evidence 
showing that it would have been 
practical to have installed a guard rail 
or protective device upon the press.” 

In respect to Number 4, the court 
said: 

“Although she said that the mat 
had been in use for three or’ four 
years, she did not claim that it was 
defective, needed repair, or should 
have been discarded.” 

In respect to Number 5, the court 
said: 

“The inmates who were assigned to 


the laundry were sent there because 
the psychiatrist believed that the work 
would be beneficial to them. Of 
course, they were mentally incom- 
petent. Had they been normal they 
would not have been adjudged insane, 
and the plaintiff would not have been 
entrusted with their supervision. . . . 
They were not there as employes, but 
as patients who were receiving psy- 
chiatric attention. The work which, 
they performed was a phase of the 
therapeutic treatment which the in- 
stitution afforded.” 


Status of Bonds 


According to a recent higher court 
a bond is a direct obligation of the 
issuing hospital corporation to the 
holder for the payment of a sum of 
money. Also, any peculiar or un- 
usual clause in the bond will be de- 
cided against the hospital corporation. 

For example, in Miller v. Corval- 
lis General Hospital Ass’n, 185 Pac. 
(2d) 549, reported December, 1947, 
one Miller sued the Corvallis Gen- 
eral Hospital association, a corpor- 
ation, to recover on a matured interest- 
bearing bond, executed under date of 
May 1, 1926, by the hospital corpor- 
ation. The bond contained a clause 
stating: “No holder of any bond 
shall have the right to institute any 
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suit, action or proceeding, either at 
law or in equity,...for any other 
remedy whatsoever....” This clause 
was intended to prevent bond holders 
from maintaining an action to recover 
on bonds after maturity. 

The hospital corporation contended 
that Miller had no legal right to file 
the suit. Nevertheless the higher 
court ordered the hospital to pay the 


amount of the bond to Miller, saying: - 


“The bonds contain an express 
promise by the defendant (hospital) 
corporation to pay the principal there- 
of at maturity, together with interest 
thereon at a specified rate. Nothing 
has been paid thereon. The bonds 
and the trust agreement were pre- 
pared by or at the instance of the de- 
fendant corporation, and any doubt- 
ful language therein should be inter- 


» preted most strongly against it.” 


Jointly Liable 


Considerable discussion has arisen 
from time to time over the legal ques- 
tion: If two vehicles cause an injury, 
which vehicle owner is liable in full 
damages? ‘The answer is: the one 
whose negligence caused the injury. 
But if both drivers were negligent 
both employers are equally liable. 

For illustration, in Lamar and Smith 
v. Harmon, 200 S. W. (2d) 854, the 


_ testimony showed that an ambulance 


was being driven at a high rate of 
speed when it collided with a street 
car, causing serious injuries to a patient 
in the ambulance. The patient sued 
both the ambulance operator and the 
street railway company for damages. 

During the trial, testimony was 
given that at the time of the accident 
the ambulance was being driven faster 
than an ordinarily prudent person 
would have driven it. Also, the 
street car operator did not give the 
ambulance the right of way. 

The higher court held that the rail- 
way company and ambulance operator 
must each pay one-half of the total 
damages awarded or $5,650. This 
court said: 

“The weight of authority supports 
the general proposition, that, where 
the negligence of two or more persons 
concur in producing a single injury, 
then such persons are jointly liable 
for the injury.” 
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According to a recent higher court, 
a legal bailee is not liable for loss or 
theft of a patient’s or visitor’s valu- 
ables unless the testimony proves that 
the loss or theft resulted from negli- 
gence of the hospital or its employes. 

For example, in Levesque v. Nan- 
ny, 53 Atl. (2d) 703, the testimony 
showed facts, as follows: There was a 
tow of clothes hooks on the wall with 
other clothing hanging thereon. A 
visitor removed her coat and hung it 
on the rack. Later she went to the 
rack for her coat, which was not, there. 
She sued for $70, the value of her 
coat. The higher court refused to 
award the visitor damages. This 
court said: 

“A bailee is not an insurer. Liability 
of the bailee does not necessarily 
follow because there is a loss and 
no explanation for the loss. There 
must be evidence of negligence.” 

Another important point of law de- 
cided by this case is: Although a hospi- 
tal fails to post signs “Not responsible 
for loss or theft of clothing, etc.” , 
yet it is mot liable if the complaining 
person fails to prove that a theft re- 
sulted from negligence of the hospi- 
tal’s employes. 


State Law Controlling 


According to a recent higher court, a 
state law is valid, without regard to a 
constitutional amendment, which 
creates a particular district or board 
for the construction and operation of 
a public hospital. 

For example, in McLure v. Mc- 
Elroy, 44 S. E. (2d) 101, reported 
November, 1947, the testimony 
showed facts, as follows: A state 
law was passed which created a county 
district for the construction and opera- 
tion of a public hospital. This state 
law authorized the governing board to 
issue bonds for $500,000, payable 
from the proceeds of taxes assessed 
against private property, for use of 
the Union Hospital District. 

Before the bonds were issued the 
state constitution was amended which 
affected this bond issue. Thereafter, 
certain taxpayers of the county and 
therefore of Union hopital district, 
filed suit and alleged that the board 
was about to illegally issue the bonds, 
and without giving consideration to 
the new amendment of the State Con- 
stitution. The higher court held that 


the state law authorizing issuance of 
bonds is valid without regard to the 
new constitutional amendment. This 
court said: 

“There is no reason apparent why 
the legislature cannot, without the aid 
of constitutional amendment, create as 
here, a hospital district for the con- 
struction and operation of such an 
institution.” 


Date of Death 


All states have passed Statutes of 
Limitations which specify a time limit 
for filing suits. Considerable dis- 
cussion has arisen from time to time 
over the legal question: Does. the 
Statute of Limitations in a death case 
commence to run from the date of the 
wrongful act or from the date of 
death? The answer is from date of 
death. 

For illustration, in St. Francis Hos- 
pital, Inc., v. Thompson, 31 So. (2d) 
710, it was shown that one Thompson 
was injured. The next day, August 
28, he entered the St. Francis hospital 
for treatment. He remained in the 
hospital for treatment for two weeks 
when he was discharged. He re- 
turned to the hospital five days later 
and died there the next day, September 
16, of tetanus resulting from the in- 
jury. 

Relatives of Thompson sued the 
hospital contending that Thompson 
would not have died if the hospital 
attendants had used reasonable and 
proper care, and had given him tetanus 
antitoxin. Further testimony showed 
that for the administration of tetanus 
antitoxin to be effective, it should be 
given within 24 hours after an injury, 
and that it is practically ineffective if 
administered more than two or three 
days after the injury. 

The counsel for the hospital di- 
rected the court’s attention to a state 
law which provides that suits for 
damages for “wrongful death” must 
be commenced within two years, and 
that the suit was not filed within two 
years from August 28, the date 
Thompson entered the hospital. 

The higher court held the hospital 
liable, saying that Statutes of Limita- 
tions start to run from date of death 
of the one wrongfully killed, not from 
the date the patient entered the hos- 
pital. 
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H FRE and there in the great city 

of New York you can find traces 
of an older and more leisurely day — 
reflections, perhaps, of the customs of 
another age and another country. My 
mind runs to Gramercy Park — an 
exclusive enclosure islanded by an iron 
fence. It reminds me of a park, or 
should I say a square, in my native 
city — old Rutland Square, dating back 
to the time of the Georges and that 
fine, old architecture which people in 
this country term Colonial. 


Rutland Square was and still is a 
railed-in square surrounded by most 
respectable houses. The square was 
railed in for the exclusive enjoyment 
of the tenants of those houses who 
held keys so that only their children 
and their nurses could enjoy the green- 
sward and the shade of the spreading 
trees. 

And the little ragamuffins from the 
nearby back streets would have to stay 
on the outside, looking in. And some- 
times the well dressed, well chaper- 
oned youngsters on the inside looking 
out wished they were on the outside, 
too. The underprivileged on the out- 
side, pushing their faces against the 
iron railings, could stick out their 
tongues and call dirty names, which 
sometimes resulted in a pelting of 
stones and clods. 

This surrounding of grounds with 
iron railings is a fine, old custom and 
the pelting of epithets, clods and 
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Random notes of this and that gleaned from hither 
and yon, to give a lighter touch to more serious affairs. 


Harry C. Phibbs 


stones through the railings is also of 
ancient usage. Around that famous seat 
of learning in Dublin — Trinity Col- 
lege — there is such a fence to keep 
separate, as far as possible, the ‘‘town- 
ers” and the collegians, for in times of 
stress and political excitement, the 
barred-out populace breaks like a tide 
against the restraining grill. 


Just imagine a fenced-in park in 
America, and there you have it in New 
York, of course — Gramercy Park. 
Among parks it is a museum piece — 
railed in against the interloper and 
peopled by the nursemaids and the 
small children of the local lease- 
holders. Some of the fine old houses 
around the park are now giving way 
to big hotels, but still it is railed in 
and its gates are locked. 


In the middle of the park is a statue 
of the great Shakespearean actor, 
Booth, robed as Hamlet, braving the 
“slings and. arrows of outrageous 
fortune” which plants him in bronze 
among what are growing to be sky- 
scrapers. 


There is some doubt as to the 
origin of the name Gramercy. Some 
have tried to trace it back to the Dutch. 
They say that the name, Gramercy, was 
the English rendering of Krom mers- 
sche or Krom moerasje, by which the 
Dutch indicated the ‘‘crooked little 
swamp” drained by Cedar Creek, 


is now 


which flowed from what 
Madison Square and emptied into the 


East River. But railed-in 
park and its name do not have 
their origin in the Dutch of New 
Amsterdam, for in our contention, 
Gramercy has an old English explana- 
tion, meaning Great Mercy or perhaps 
an abbreviation of ‘God have 
mercy.” You know how the Eng- 
lish love to abbreviate common say- 
ings — they have made “goodbye” 
from “God be with you”; and the 
favorite expletive “bloody” which in 
England of today is supposed to be a 
bad word, comes from the religious 
ejaculation “By our Lady.” 


Gramercy Park started as a real 
estate development. It was about the 
spot on which the Boston Post Road 
started, and one Samuel Ruggles 
deeded this choice plot of land to the 
property owners whose houses faced 
it. They, by the deed, were to plant 
it with ornamental trees, rail it in, 
lay it out and have it ready for the 
enjoyment of the exclusive neighbors 
by January of 1834. 


Some of the fine old residences still 
face on the park. Notable among 
them is the Players’ club — a private 
residence purchased in 1888 by Edwin 
Booth and presented by him to his 
actor friends for a club house. The 
Players are responsible for the bronze 
statue of Booth which stands in the 
middle of the park. In their club house 
is a memorable collection of old 
pictures of stage favorites — many of 
them of an older time when the foot- 
lights were gas or candles. There is 
a painting of Booth as Henry IV and 
Joe Jefferson as Rip Van Winkle, and 
photographs of many of the stars 
whom your grandfather applauded 
from the gallery. 


The National Arts club occupies 
another of the old buildings — for- 
merly the home of Samuel J. Tilden. 
If you remember a lot of American 
history, you will recall that Tilden 
was once nominated for President and 
perhaps was actually elected President 
of the United States; But the election 
was so Closely contested that it was 
given to a commission to decide. The 
commission, in order to avoid trouble, 
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"This little green island of quiet." 


gave the election to Rutherford Hayes. 

Another property owner of the old 
days was James W. Gerard — an 
eminent lawyer of the time who is 
remembered in the city of New York 
mainly because he was the first man 
to put uniforms on the police. Before 
his startling innovation the police 
were identified only by a metal badge 
worn on the lapel of the coat. To 
advertise the new idea of a uniformed 
cop, Mr. Gerard wore his suggested 
uniform himself. 


Still left on the square are many 
other old buildings — each of them a 
temptation to the architect’s sketch- 
book. And, to give a somber note, 
there is the gray, grim Friends’ meet- 
ing-house. 

Gramercy Park is a place to visit, 
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where you can spend a charming hour 
wandering around among the old- 
world settings. And there is an asso- 
ciation of Gramercy Park people who 
are grimly determined to keep it as it 
is in spite of the would-be inroads 
of the noisy city which would like to 
overwhelm this little green island of 
quiet. 


+ 


ENGLAND SEEKS FOREIGN 
NURSES FOR MENTAL 
HOSPITALS 

So scarce are British recruits for the 
nursing profession that England has 
been forced to launch a foreign re- 
cruitment campaign. Advertisements 
have been placed in French, Belgian 
and Netherlands papers for students 


for Schenley Mental hospital, where 
entire wings have been closed because 
of the shortage. This hospital ac- 
commodates 2,000 patients. England 
has 11,020 mental nurses. 


The entire number of trained nurses 
working in hospitals in England and 
Wales totals 40,163, including 1,000 
midwives. The total number of beds in 
all types of hospitals in England and 
Wales is more than 500,000 for a 
population of about 40,000,000. 


As incentives for girls to enter the 
profession, there have been recent in- 
creases in pay for both students and 
nurses, and recommendations have 
been made for a 5-day, 48-hour week. 
The Health Ministry is also working 
on projects for modernization of 
antiquated hospitals and abolition of 
“class distinction”. 
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YESHIVA TO ESTABLISH 
MEDICAL SCHOOL 
The first non-sectarian medical 
school under Jewish auspices in the 
United States will be established by 
Yeshiva university, New York City. 
The university is making a current 
academic and physical expansion drive, 
in connection with which a number of 
professional schools will be set up. 
The decision to establish this gradu- 
ate school was arrived at after a recent 
government report estimating that 
there will be a shortage of 5,600 


physicians in the U. S. by 1960. 
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NUNS FLY TO AUSTRALIA 

One of the most unusual flights 
in aviation history was staged re- 
cently, says Hospital Progress (Feb.), 
when 10 Catholic nuns boarded a .- 
“flying convent” in Rome bound for 
Australia. 

“The chartered plane leaving 
Rome had an altar installed in its 
cabin so the Sisters could say their 
prayers and read their Office while 
in flight. Curtains were draped 
over the windows to insure privacy 
at refueling stops. 

“The nuns, Sisters of Mercy, made 
the trip in response to an appeal by 
the Vicar General of the Melbourne 
archdiocese for additional nurses at a 
Catholic hospital. 
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HIGHLIGHTS FROM THE TEXAS 


MEETING IN DALLAS 


HE TEXAS HOSPITAL associa- 
tion, meeting March 4-6, in 
Dallas, considered, in the course of 
a fine three-day program, many facets 
of the current hospital picture. 
“Wake Up, Hospitals! The People 
Are Coming.” In his speech on the 
opening .afternoon, Chauncey D. 
Leake, vice-president of the University 
of Texas, considered ways and means 


of meeting the heavily increasing de- 


mand for hospital care. Stressed as 
necessary measures were: steady, con- 
sistent planning, coordination of hos- 
pital effort throughout a region or 
community, the development of con- 
valescent centers, observation clinics 
and detection centers, better coopera- 
tion between hospitals and public 
agencies, group purchasing, and a 
frank appeal for public support. 
Presidents’ Night 

A.H.A. President Graham L. Davis 

addressed the assemblage on Presi- 


dents’ Night, pointing out the con- 
flict of the veterans hospital expansion 


plan with Public Law 725. The addi-~ 


tion of the proposed 300,000 veterans 
hospital beds might lead to compulsory 
health insurance, in order to find some 
use for the beds, it was stated. In 
outlining the present national program 
of the A.H.A., Mr. Davis pointed to 
the necessary growth of the Blue Cross 
plan in order to do the full, public 
service job which hospitals should do. 
The group also is stressing, in its pro- 
gram, the need for bringing tubercu- 
losis, mental hospitals, etc., into the 
association, in order to properly eval- 
uate the total health care needs of the 
nation. The public education program 
will continue to bring the hospital 
story to the public. 

Public Law 725 specifies that states 
without licensing laws by July 1, will 
receive no aid. Texas, however, is to 
have an extension through January, 
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when the next legislature convenes. 
More than 30 states now have such a 
law. 


The pension program for Texas 
hospitals was brought before the group 
by R. R. Davenport, Director of Sales 
for the Southwestern Life Insurance 
Company, who pointed out that a wise 
employer does not approach the prob- 
lem of superannuated employees from 
the standpoint of an accrued obliga- 
tion, but rather as an opportunity for 
investment in good will and better 
performance among the remaining 
employees. The Texas plan is an “im- 
proved” money purchase plan which, 
by recommending a credit for past 
service, thereby incorporated two 
plans in one. 

When the Hospital Survey and Con- 
struction Act was passed, and the 
survey on existing hospital facilities: 
was completed, there were 66 counties 
in Texas with no hospital facilities. 
Since that time, federal funds have 
been provided on a 1/3-2/3 basis for 
construction of hospitals in 24 of 
these counties, reported Norman B. 
Roberts, director of the Hospital 
Survey and Construction division of 
the State department of health. 


Purchasing Problems 


“What's Wrong with Hospita] Pur- 
chasing?” was the title of a construc- 
tive round table discussion. The war 
and post-war shortages have resulted 
in a serious deterioration of purchas- 
ing methods. Conditions have now 
improved to the extent that sound 
purchasing policies should again be 
adopted, was the message of Eva M. 
Wallace, All Saints hospital, Fort 
Worth. The fundamentals in right 
purchasing, she defined as: a knowl- 
edge of products and equipment, 
standardization; monthly and yearly 
requirements and attention to deterior- 


ation and obsolesence; sound inven- 
tory levels and controls based on turn- 
over in storage facilities; knowledge 
of prices, especially quantity prices; 
market trends; developments in medi- 


cine; centralized buying. Quantity 
buying based on definite information 
as per requirements over a given 
length of time, deterioration, storage 
space and price, will not only save 
money but time. Centralization of buy- 
ing is essential if hospitals are to buy 
in proper quantities, keep proper in- 
ventory levels, take advantage of 
quantity prices and not have duplica- 
tion of items. This applies alike in 
large or small hospitals, the speaker 
emphasized. 

To the same panel, Tol Terrell, 
Harris Memorial Methodist hospital, 
Fort Worth, contributed a discussion 
of the principles of the National Asso- 
ciation of Purchasing Agents. 

Ways in which the purchasing agent 
and sales representatives can cooperate 
for better service and understanding 
were outlined by W. A. Collins of the 
Simmons Company, and C. Henry 
Arnett, Puritan Compressed Gas 
Corporation. 

Identification of the pictures oppo- 
site is from left to right, top to bot- 
tom. 


New leaders for 1948: C. J. Hollings- 
worth, president of T.H.A.; Julian Pace, 
president-elect; Pat Morrison, vice presi- 
dent; and William H. Pigg, treasurer. 


Mrs. Thomas Head; Graham Davis, pres- 
ident of A.H.A.; Mrs. L. L. D. Tuttle, 
president of the state Women’s Auxiliary. 


George Walters, Hospital Care depart- 
ment of Blue Cross; Euline Mitchell, 
Correspondence Section of Blue Cross. 


Section of the Presidents’ Night supper 
crowd. Foreground: John Dudley, 
Houston; Betty Long, staff secretary, 
T.H.A., Dallas; Jim McCaffrey, pension 
plan representative. 


Coffee sponsored by Women’s Auxiliaries 
to the Dallas County hospitals. 


Council chairmen: E. M. Collier, Lee 
Gammill, John Dudley, W. R. McBee, 
Mrs. Josie M. Roberts, Joe Erickson, W. 
A. Peterson. Boone Powell, absent. 


Presidents’ Night crowd — a group of 
the past presidents at the head table: 
J. H. Stevenson, Mrs. Josie M. Roberts, 
Harry Hatch, Mrs. Alice Taylor. 


Roy Wilmesmeier, trustee; Eva M. Wal- 

lace, trustee; Thomas Head, outgoing - 
president; Carroll McCrary, trustee; Tol 

Terrell, Harris Memorial Methodist hos- 

pital, Fort Worth. ° 
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Pictures snapped at the Texas Hospital association meeting. 
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INJECTABLE VITAMIN C 

Bristol Laboratories, Inc., of 
Syracuse, has just released Sodium 
Ascorbate Solution for intramuscu- 
lar and intravenous use. 

Sodium Ascorbate is indicated in 
the treatment of scurvy, certain gas- 
trointestinal disorders, tender bleed- 
ing gums, gingivitis, stomatitis, and 
other disorders partly or wholly due 
to a Vitamin C deficiency. 

Bristol Sodium Ascorbate Solution 
is provided in 2 cc. ampules, 100 
mg., boxes of 12 and 100; 5 cc. am- 
pules containing 1.0 Gm. in boxes 
of 6, 25 and 100. 


BR 
NASAL MEDICATION 

“Narakon” nasal solution (with 
Desoxyephedrine or Plain) is a prod- 
uct of Baybank Pharmaceuticals, Inc. 

“Narakon” contains Benzalkonium 
chloride (1:3500) and Allantoin in 
an aromatized, isotonic aqueous solu- 
tion buffered to a pH of 6. Available 
Plain or with dl-Desoxyephedrine 
hydrochloride (1%) as vasocon- 
strictor. 

The Benzalkonium chloride, which 
is one of the newer, non-toxic, non- 
irritating surface disinfectants, com- 
bines strong antiseptic properties with 
deep tissue-penetrating action. It 
loosens incrustations and the heavy 
mucous blankets from nasal folds and 
crevices, restoring normal ciliary action 


PRESCRIPTION PAD. 


without adversely drying the mem- 
branes. 

Desoxyephedrine was chosen as the 
vasoconstrictor because it is effective 
with relatively small dosage, and has 
greater freedom from the production 
of ephedrine’s side-effects. 

Indications for ‘“Narakon” nasal 
solution are whenever symptomatic 
relief is desired in head colds and 
simple nasal irritations, and in many 
acute or chronic manifestations of 
thinitis, sinusitis, nasopharyngitis, 
grippe or congestion of allergic origin. 


Supplied in 1 fluidounce bottles © 


with dropper assembly. Literature is 
available from Baybank Pharmaceu- 
ticals, Inc., division of Chesebrough 
Mgf. Co., New York. 
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EFFECTIVE NEW 
ANTIMALARIAL 
Tablets Chlorguanide Hydrochloride, 
Sharp & Dohme, is the result of a 
wartime development of British re- 
search. This product combats both 
exoerythrocytic and erythrocytic forms 


-of malaria. 


It is relatively non-toxic and is use- 
ful in both prophylaxis and treatment. 
The drug gives complete protection 
against malignant tertian malaria and 


has a partial causal prophylactic action 


against benign tertian malaria. 
Attacks of benign or malignant 


tertian malaria are terminated effective- 
ly by chlorguanide; it is absorbed more 
rapidly and has a smaller minimal 
effective dose. In comparison with 
other antimalarial drugs, there is a 
wider range between the minimal 
effective dose of chlorguanide. 

Chlorguanide tablets ate admin- 
istered orally and should be accom- 
panied by an ample intake of water, 
which tends to prevent nausea or 
vomiting that may occur on rare 
occasions. 

Tablets Chlorguanide Hydrochlo- 
ride, S & D, 0.1 Gm., are supplied 
in bottles of 100 and 1,000. 
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EFFECTIVE TREATMENT IN 
INFANT DIARRHEA 

KNL, Darrow’s Solution, for treat- 
ment of dehydration resulting from 
severe diarrhea in infants and young 
children, is announced by Cutter 
Laboratories. 

Available in 500 cc. bottles, each 
100 cc. of KNL solution supplies 0.26 
Gm. potassium chloride, 0.4 Gm. 
sodium chloride and 0.59 Gm. anhy- 
drous sodium lactate in a sterile, 
pyrogen-free form, suitable for intra- 
venous administration. 

KNL was developed following 
demonstration that severe loss of body 
fluid is associated with a marked loss 
of potassium in the urine. In a clinical 
test conducted by Darrow of Yale 
medical school. and Govan of Johns 
Hopkins, only three out of 50 infants 
died when the potassium treatment 
was used. In a control group of 53 
treated by conventional methods, there 
were 17 fatalities. 

Darrow and Govan reported in the 

May, 1946, Journal of Pediatrics that, 
“in general the potassium therapy does 
not apparently shorten the period of 
watery diarrhea, but it does enable the 
babies to withstand a severe or pro- 
longed attack that would otherwise 
be fatal.” 
" Since a potassium deficiency is noted 
in diabetic coma, indications are that 
KNL, which replaced lost potassium, 
would be useful in treating this con- 
dition. 

KNL must be given slowly and 
only when the patient is well hydrated 
or symptoms of potassium intoxication 
may result. 
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ARMSTRONG X-4 PORTABLE BABY INCUBATOR 


| 


1. Low cost 
2. Underwriter approved 
3. Simple to operate 
4. Only 1 control dial - 
5. Safe, low-cost, heat 
6. Easy to clean 
7. Quiet and easy to move 
8. Ball-bearing, soft rubber casters 
9. Fireproof construction 
10. Excellent oxygen tent 
11. Welded steel construction 
12. 3-ply safety glass 
13. Full length view of baby 


14. Simple outside oxygen 
connection 


15. Night light over control 


16, Both F. and C. thermometer 
scales 


17. Safe locking ventilator 
18. Low operating cost 

19. Automatic control 

20. No special service parts 
21. Lid locks open 


In offering you the Armstrong X-4 Portable Baby Incubator 
we stand firmly on the principle that we must provide a 
SAFE Baby Incubator, a LOW COST Baby Incubator and a 
SIMPLE Baby Incubator. — 


That we have succeeded is evidenced by the fact that to date 
close to 400 Hospitals have placed voluntary repeat orders for 
more than 1200 additional Incubators. More and more it is 
being used, not only for the premature baby, but for any 


‘debilitated or under weight baby. 


THE GORDON ARMSTRONG COMPANY, INC. 
Division FFI « Bulkley Building « Cleveland 15, Ohio 


Distributed in Canada by INGRAM & BELL, LTD. ¢ TORONTO e MONTREAL © WINNIPEG e CALGARY « VANCOUVER 
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m/ =the Armstrong X-4 Baby Incubator is the 
Baby Incubator tes ted and approved b: 
\ Underwrite boratories for use with oxygen. 


CHANGES IN A.H.A. HEAD- 
QUARTERS STAFF 

Three A.H.A headquarters staff 
members are “doubling” on their 
duties. C. J. Foley, secretary of the 
Council on Public Relations, has 
just become, in addition, the secre- 
tary of the Council on Association 
Relations, following the resignation 
of William G. Simmons. 

Bacon librarian, Helen V. Pruitt, 
has been appointed also secretary of 
the Council on Education. : 

Dallas G. Sutton, M. D., Rear Ad- 
miral (MC) USN (Ret), director of 
study, Government Hospital Rela- 
tions at the Washington Service 
bureau, is also, now, the secretary 
of the Council on International Re- 
lations. 

The new assistant director and sec- 
retary of the Council on Professional 
Practice is Charles T. Dolezal, M. D., 
supt. of City hospital, Cleveland. 
He assumed his duties on May 1, 
filling the vacancy left by the resig- 
- nation of Hugo V. Hullerman, M. D. 
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BLUE CROSS — BLUE SHIELD 
HOLD MEETING 

The Blue Cross - Blue Shield semi- 
annual conference of plans was 
held in Los Angeles on March 29— 
April 1, 1948. Included among the 
speakers were Paul R. Hawley, 
M. D., chief executive officer of the 
Blue Cross-Blue. Shield Commission, 
Kay Kyser, Blue Cross representa- 
tives, hospital administrators and 
physicians, as well as representatives 
of industry, agriculture and labor. 

Chief among the accomplishments 
of the meeting were the acceptance 
by delegates from Blue Cross and 
Blue Shield of two proposals to 
form: 1. The inter-Plan benefit bank 
to equalize payments made by Plans 
in low and high cost areas to allow 
more Plans to participate in an inter- 
Plan reciprocity program; 2. An ef- 
fective association of the Blue Cross 
and Blue Shield Plans to serve local 
Plans in the achievement of their 
fullest usefulness. The new associ- 
ation will supplement the work of 
the two Commissions and will pro- 
vide coverage where no Blue Cross 
or Blue Shield is available to national 
employes, as well as solve the prob- 


lem of uniform coverage for em- 
ployees of national organizations 
operating in more than one state. 

N. D. Hellend, director of Group 
Hospital Service, Tulsa, Okla., rec- 
ommended that a program be in- 
augurated to educate the hospitals 
to their responsibility in the two 
Plans, and to include the submission 
of complete notices of admission and 
statements of accounts for Blue Cross 
patients as soon as the patient is 
admitted or discharged from the hos- 
pital. He also suggested that a 
program through state and county 
medical societies should acquaint 
doctors of the dues and benefits of 
the local Plan. 

Robert Zeigler, Ph. D., a repre- 
sentative of the Central Labor Coun- 
cil, Los Angeles, and former head 
of VA in California, discussed the 
role of labor in the field of pre- 
paid health care. He stressed the 
fact that the AFL is against any form 
of socialized medicine, and feels that 
by prepaying hospital and medical 
care through voluntary non-profit 
plans, such as Blue Cross and Blue 
Shield, the wage earner’s needs in 
case of unexpected sickness can be 
adequately met. 
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TRI-STATE PREPARES FOR 
EARLY MAY MEETING 

“Ideas, Ideals, Impressions, Im- 
pacts” is the slogan for the 18th 
annual Tri-State Hospital Assembly 
held in Chicago May 3-5. The 
theme will be developed by a total 
of 45 sessions held by 31 sections. 


Sessions Outlined 


The general sessions will include 
three morning meetings, on the sub- 
jects of “The Personnel Factor in 
Hospital Management”’; “Increasing 
the Hospital Consciousness of the 
Community” ; and “Long-Term Plan- 
ning for Hospital Expansion and 
New Building”. There will also be 
a forum the first evening on “Pull- 
ing Toward a Common Goal—Better 
Service to the Hospital Patient —The 
Importance of the Professional 
Audit.” 

Tuesday evening's attraction is the 
banquet and dance, and Wednesday 


afternoon the more than 100 firms 
exhibiting at the meeting will pre- 


sent their famous “Information 
Please” session. Hospital Industries’ 
association is making special plans 
for the event this year. Cash prizes 
will be distributed, and at the micro- 
phone will be John Harrington, CBS 
sports announcer and newscaster. 


Some 60 organizations and sec- 
tions take part in the meeting, which 
traditionally ranks second only to 
the A. H. A. annual convention in 
size and program appeal. 

Dr. Malcolm T. MacEachern is 
chairman, and Albert G. Hahn, sec- 
retary. 
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Meeting Calendar 


April 1-2, Kentucky Hospital association, 
Lexington 

April 6-8, Ohio Hospital association, 
Columbus 

April 14-16, Midwest Hospital associ- 
ation, Kansas City 

April 15-16, Carolinas-Virginias Hos- 
pital conference, Roanoke 

April 19-22, Association of Western Hos- 
pitals, Los Angeles 

April 22-24, Southeastern Hospital as- 
sociation, Biloxi 

April 24, Iowa Hospital association, Des 
Moines 

April 28-30, Hospital Association of 
Pennsylvania, Philadelphia 

‘May 3-5, Tri-State Hospital assembly, 
Chicago 

May 5-6, North Dakota Hospital associ- 
ation, Grand Forks 

May 9-13, Seminar for Fellows, American 
College of Hospital Administrators, 
Princeton, N. J. 

May 19-20, Arkansas Hospital associ- 
ation, Little Rock 

May 20-22, New Jersey Hospital associ- 
ation, Atlantic City 

May 23-28, American Physical Therapy 
association, Chicago 

May 26-28, New York Hospital associ- 
ation, Lake Placid 

June 2-4, Upper Midwest Hospital con- 
ference, Minneapolis 

June 7-10, Catholic Hospital association, 
Cleveland 

June 24-26, National Executive House- 
keepers’ association, Denver 

July 19-23, A.H.A. Institute on Hospital 
Laundry Management, Philadelphia 

July 26-30, A.H.A. Institute on Basic Ac- 
counting and Business Office Proce- 
dures, Chicago : 

August 8-14, American Pharmaceutical 
association, San Francisco 

September 17-19, American Protestant 
Hospital association, Atlantic City 

September 18-19, American College of 
Hospital Administrators, Atlantic City 

September 20-23, American Hospital as- 
sociation, Atlantic City 

October 18-22, American Dietetic associ- 
ation, Boston 
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of tomorrow... 


Bristo 


LABORATORIES INC. 
SYRACUSE, NEW YORK 


Of 23,900 enrolled this last year in the 
nation’s medical schools, 13,308 were veter- 
ans of World War II. 

These young men and women demonstrate 
that idealism remains an important force in 
the American way of life; they have chosen 
to continue to fight—this time against ill- 
ness and disease. 

Here at Bristol Laboratories, we help wage 
this peacetime battle by providing pharma- 
ceuticals that represent more than skill in 
compounding. They embody an ideal of 
service, a dedication to quality and purity 
that is the true measure of the pharmaceu- 
tical craftsmen. 

Success in pursuit of this ideal is measured in 
the increasing thousands of physicians who 
specify Bristol. 


NATIONAL PHARMACY WEEK « APRIL 18—APRIL 24 
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NON-FATAL DISEASE 
RESEMBLES HODGKIN’S 

In the March issue of Radiology, 
Uhlmann of Chicago, states that giant 
follicular lymphadenopathy is attract- 
ing more and more attention among 
pathologists and x-ray specialists. 

The disease, he says, bears a strong 
resemblance to Hodgkin’s disease and 
is often mistaken for it. That it is not 
rare is indicated by the fact that he 
was able to diagnose the condition in 
nine patients within a six months’ 
period. All of the patients had pre- 
viously been under treatment for either 
sarcoma, Hodgkin's disease, or leuke- 
mia. 

The disease is characterized by either 
localized or generalized enlargement of 
the superficial lymph nodes. The first 
enlargement usually occurs in the 
lymph nodes of the neck, but there is 
no preference for any particular site. 

The disease may produce very little 
discomfort, and so few symptoms in 
the beginning that they may be con- 


sidered insignificant. The correct 
diagnosis can be made by the patholo- 
gist. 


Uhimann says that while small 
amounts of x-ray radiation in most in- 
stances can produce disappearance of 
the involved lymph nodes, this does 


not necessarily mean cure of the | 
- disease. He urges that the disease be 


treated with largé amounts of radia- 


CLINICAL NOTES 


By J. F. FLEMING, M. D. 


tion, such as are commonly used in the 
treatment of cancerous lesions. This 
method was employed on_ several 
patients and they were free of symp- 
toms for many years. 


+ 


SULFA REDUCES MENINGITIS 
DEATHS 

The extremely high percentage of 
fatalities from meningitis is reducing 
since the advent of the sulfonamides, 
and can be further reduced if the dis- 
ease is recognized -early. 

Whitaker, of Quincy, Ill., observed 
116 cases of meningococcic infection 
at the Naval hospital at Farragut, 
Idaho, and states that the meningitis 
itself is actually the third phase of 
the disease. 

As might be expected, the nose and 
throat harbor the infection in its early 
stages. Usually, the individual has 
the resistance to stop the meningococ- 
cus from going further. 

In the second phase, the coccus 
enters the blood stream, and if the 
condition is suspected during this 
stage, treatment with the sulfa drugs 
may be very effective. 

The third phase is not usually dif- 
ficult to diagnose, with the presence 
of chills, severe headache, fever and 
vomiting. These symptoms indicate 
invasion of the spinal fluid from the 
blood stream. 


IMPROVING THE PRE- 
OPERATIVE PLAN 
Routine preoperative care has ad- 
vanced to such a point that it may be 
considered equally as important as 


technical skill in surgery. Important 
factors to be considered in preopera- 
tive nutrition are discussed by True- 
man, of Winnipeg, in the Alberta 
Medical Bulletin, Jan., 1948. 
Fluids’ 

Dehydration should receive first 
consideration, and should be planned 
carefully to avoid catastrophe. The 
mere giving of saline solution is not 
the complete answer. Considering that 
the normal kidney loss is 1500 cc. 
daily, perspiration and _ respiration 
losses are another 1500 cc. or so, and 
additional fluids may be lost through 
fistulae, gastric decompression or other 
methods — the amount of fluids to be 
replaced is large. 

Thus, if saline solution is admin- 
istered to replace fluid loss, the amount 
of sodium chloride given within a 24- 


~ hour period is likely to be more than 


the body can use. The salt require- 
ments are not more than 7 grams daily, 
and the kidneys cannot remove an 
excess. Retention of sodium is likely 
to cause retention in the kidneys, with 
a resultant edema (including the 


‘ lungs) and an elevated blood urea ni- 


trogen. Wound healing will be delayed. 

In order to prevent this vicious 
cycle, glucose is recommended. It must 
be remembered that the body can 
metabolize only 10 to 12 grams of 
glucose per hour, and that it must 
be administered slowly to avoid 
diuresis or overloading of a weakened 
cardiovascular system. 


Proteins, Amino Acids 

During the past decade, a better 
knowledge of protein nutrition has 
been attained. Protein in the diet is 
absorbed into the body as amino acids, 
which are used for various purposes. 
The liver is chiefly involved in the 
metabolic processes. In fasting, the 
body’s supply of glycogen and fat is 
converted to supply energy. When pro- 
tein deficiency is being treated, calories 
should be added by means of carbohy- 
drate or fat. 

In protein deficiency, progressive 
loss of weight occurs, whether or not 
hydration is adequate. The loss is not 
only from muscle, but largely from 
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NOW! The Really Finest 


Oxygen Tents 


is at last available in... 


The New 0. E. M. MECHANAIRE 


Climaxes 15 Years of Progressive Research 


A | prgiee and leader in the development of oxygen equipment, 
O.E.M. has devoted over a decade and a half of research to the design 
and production of an iceless tent to meet the most exacting demands 
of practical oxygen therapy. 


The result of this intensive effort and exhaustive research is the 
MECHANAIRE—a new kind of automatic iceless tent, featuring 
—— of lasting advantage to doctor, hospital, patient 
and nurse. 
SOMETHING STILL FINER 

O.E.M. is proud to present in the MECHANAIRE, another new 
contribution to better oxygen therapy, to those who demand a 
better product. 


GESD OXYGEN EQUIPMENT MFG. CORP. 


405 EAST 62nd STREET + NEW YORK 21,N.Y. © REgent 4-3454 
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Only The 
MECHANAIRE Has 
All These Features 


y1. ONLY THE MECHANAIRE has a light- 
tweight all-aluminum cabinet. port- 
able, weighing approximately 190 Ibs. 


2. ONLY THE MECHANAIRE has 1/3 h.p. 
hermetically sealed unit whose standard 
parts can be repaired, if needed, without 
withdrawing tent from premises. 


3. ONLY THE MECHANAIRE features 
a special filter in air circuit to remove 
dust and pollen, valuable in treatment of 
respiratory conditions due to  air-borne 
allergenes. 


4. ONLY THE MECHANAIRE is equipped 
with aluminum finned refrigerant coils, 
built to O.E.M. specification, high pressure 
tested at 2800 Ibs. to insure against any 
leakage. 


5. ONLY THE MECHANAIRE provides 
a better canopy for better therapy in the 
O.E.M. CLEERLITE PERMANENT TRANS- 
PARENT CANOPY, waterproof, resistant 
to air, alcohol, acids. 


For complete information on the 
MECHANAIRE, write for our 


illustrated folder. 
* Registered 
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liver. Other results of protein priva- 
tion are edema, anemia and failure of 
wound healing. Antibody formation is 
reduced, since the serum globulin is 
required for this purpose. Symptoms 
such as irritability and lassitude ap- 
pear, and the liver is rendered suscep- 
tible to damage. 

In the hospital diet, an attempt is 
made to provide 70 grams of protein 
per day. Extra protein is desirable 
prior to and following surgery, so that 
100 grams or more are often given. 
Parenteral sources include plasma, pro- 
tein hydrolysates and whole blood. 


Vitamins 

When there is deficiency of protein, 
there is also likely to be deficiency of 
various vitamins. Although all are 
essential, most stress has been put on 
thiamine for liver protection, ascorbic 
acid for wound healing, and Vitamin 
K for prevention of bleeding 

Most of the vitamins can be ad- 
ministered parenterally as well as 
orally, leaving avitaminosis as inexcus- 
able in surgery. 

Anemia 

If time permits, the diet, plus sup- 
plemental iron, vitamins and other 
essential factors, can bring the blood. 
picture back to normal. When time 
is not available, nothing is better than 
whole blood to restore proper hemo- 
globin and red cell balance. 


+ - 


FEVER THERAPY HAS NUMBER 
OF USES 

A Russian observer, Frankel (abst. 
in American Review of Soviet Medi- 
cine, Jan., 1948) summarizes artificial 
fever therapy as viewed from abroad. 

Induced hyperpyrexia is not a result 
of external heat, but is due to the 
increase of heat production with a re- 
duced heat dissipation. It is different 
from infection fevers because there 
are no primary toxic manifestations. 

In induced fever, there is-an in- 
crease in metabolic processes, particu- 
larly catabolic activity. Because the 
method can be controlled and presents 
no toxicity, it is preferred to bacterial- 
induced fever for therapeutic purposes. 

Electropyrexia was. approved at the 
First International Congress on artifi- 
cial fever for the following conditions: 
neurosyphilis, progressive paralysis, 
tabes dorsalis, chronic arthritides, 


chorea minor, gonorrhea (especially in 
women), meningitis sequels. Short 
waves of 15 to 30 meter wave-length 
are prefered to ultra-short waves. 

Fever therapy combined with chemo- 
therapy is highly effective in certain 
conditions, particularly syphilis and its 
complications. 

+ 


PREVENTING RADIATION 
DAMAGE 

A step forward in preventing radi- 
ation damage to the blood cells, such 
as accompanied the atomic bombing 
of Hiroshima and Nagasaki, was re- 
ported by Jacobson of the University 
of Chicago. 

In an advance against the radia- 
tion diseases, which may rank fore- 
most among medical problems in the 
atomic age, investigators from the 
Argonne National Laboratory and 
the University of Chicago clinics 
have discovered a means of prevent- 
ing radiation damage in experimen- 
tal animals. 

By stimulating blood forming 
tissues in the bone marrow and 
spleen, anemia ordinarily produced 
by large doses of radiation was pre- 
vented. 

The discovery was reported in 
Science by Jacobson, Simmons, Block, 
Marks and Gaston. 

The study was initiated during 
the war to determine whether per- 
sonnel engaged in atomic energy 
research would be more adversely 
affected by radiation than normal in- 
dividuals. 

An advance in prophylactic re- 
search, the discovery follows an 
earlier announcement that serious 
bleeding or hemorrhaging resulting 
from radiation injury can be con- 
trolled with certain non-toxic dyes. 

The findings in animal experi- 
ments refute the accepted concept 
that the more actively dividing cells 
are the most sensitive to radiation. 
Animals with regenerative anemia 
prior to radiation developed no fur- 
ther anemia and recovered immedi- 
ately. 


Animals with normal growing red 
cells developed severe anemia when 
irradiated, and the blood-forming 
cells in the bone marrow and spleen 
were completely destroyed. 


Methods involved in stimulating 
red corpuscles to prevent radiation 
damage include the administration 
of phenyldrazine. 


+ 


MALARIA FOUND TO BREED 
IN LIVER 

Since the discovery 50 years ago 
that the mosquito was the vector of 
malaria, considerable has been learned 
about the disease and its prevention 
and cure. 

One problem, however, has halted 
progress. Numerous theories have 
evolved, but no one in the past has 
been able to explain just what happens 
to the parasites between the time of 
the mosquito bite and the time they 
appear in the blood cells ten days later. 

An answer has been offered by a 
group, consisting of Shortt, Garnham 
and Malamos, the two former of the 
University of London, and the latter 
of the University of Athens. Ex- 
haustive studies by these workers over 
a ten-year period led to the discovery 
that the liver serves as an incubation 
medium for the malarial organisms 
in the human body. 

The investigation was first done on 
monkeys, and was later confirmed by - 
biopsies conducted on humans. The 
discovery will be far-reaching in its 
effects, since it will enable medical 
scientists to investigate methods of 
destroying the parasites before they 
multiply and enter the blood stream 
in overwhelming numbers. 


+ 


CONDUCTS EXPERIMENTS AT 
MINNESOTA U. 

Ancel Keyes,’ who directed some 
important wartime research on the 
effects of starvation, is now conducting 
some experiments at the University of 
Minnesota in an effort to solve the 
mysteries of cardiovascular diseases. 
Data ate being accumulated on 500 
men in an attempt to answer such 
questions as: What kind of persons 
develop arteriosclerosis and high blood 
pressure? What are their habits? 
What are the earliest signs of trouble? 
Two hundred of the human “guinea 
pigs” in the experiment are aged be- 
tween 18 and 25, and 300 are between 
45 and 54, 
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when symptomatic relief through use 
of an antihistaminic drug is desired, 
preference will be given to histamine 
antagonists that possess these two 
characteristics: 


] Efficacy—to relieve bothersome 
® symptoms. 


Low Toxicity—to make these benefits 
e available to the greatest possiblenum- 
ber of patients. 


Neo-Antergan* Maleate, the new 
Merck antihistaminic, possesses these 
desired characteristics to a ase 
significant degree. 

In addition to findings from exten- 


- sive experimental work, there now are 
on hand clinical reports of more than - 


1,000 cases of allergy treated with Neo- 
Antergan. Results -attest to effective 
symptomatic relief in many cases of 
Hay Fever, Pruritus, Urticaria, Vaso- 
motor Rhinitis, Atopic Dermatitis, 
Allergic Drug Reactions, and certain 


' other allergic disorders. Side reactions 


were absent in the large majority of 
patients. When they occurred, they 
were generally mild and transient. 
Discontinuance of treatment because 
of the severity of side effects was 
necessary in only about one and one- 
half per cent of patients. 


Your local pharmacy stocks Neo- 
Antergan Maleate in 25 mg. and 50: 
mg. tablets, supplied in boxes of 100. 


allergic disorders... 


A L E AT 
@rand of Maleate). 


N-a-pyridylethylene-diamine maleate) 


ERCK & C0, Ine: RAHWAY, 


Manufacturing Chemists 


*Neo-Antergan is the registered trade-mark of 
Merck & Co., Inc. for its brand of Pyranisamine a 
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WISCONSIN ASSOCIATION 
ELECTS ESTHER KLINGMAN 
PRESIDENT 

Fifteen or 20 years from now, if 
not sooner, the nation will have 
300,000 more hospital beds than it 
needs, with the construction planned 
under the hospital construction bill 
and the veterans’ hospital construc- 
tion program. Proposed building of 
more veterans’ hospitals eventually 
will play into the hands of the ad- 
vocates of compulsory health insur- 
ance, A.H.A. President Graham L. 
Davis told members of the Wiscon- 
sin Hospital association, at their 
meeting held in Milwaukee, on Febru- 
ary 19. 

At least 37,000 community hospital 
beds are now vacant because of staff 
shortages, and every new veterans’ 
institution further depletes commu- 
nity hospitals of doctors, nurses and 
other personnel, Mr. Davis pointed 
out. He advocated care of veterans 
in community hospitals, at govern- 
ment expense. 

Dr. E. T. Jorris, Madison, assist- 
ant state health officer, told the 
convention that 22,431 additional 
hospital beds are needed in the state. 

Esther C. Klingman, of Neenah, 
was elected president of the associa- 
tion; Alida Jacobson, Green Bay, is 
the new president-elect; Rev. A. H. 
Scheuszer, Deaconess hospital, Mil- 
waukee, is first vice president; Sister 
Mary Rose, St. Mary's hospital, sec- 


ond vice president; Stanley L. Sims, 


La Crosse, treasurer. 


+ 


STUDENT NURSE RECRUIT- 
MENT DRIVE 

The American Hospital associa- 
tion, in cooperation with the Adver- 
tising council and national medical, 
health, and nursing organizations, 
is once again sponsoring a student 
nurse recruitment program. The ob- 
jectives of the 1948 “Hospital Ca- 
reers Campaign” are: 1. To recruit 
50,000 student nurses, so that in the 
immediate future there will be 
enough graduate nurses; 2. To build 
prestige of hospitals, so that the 
public will appreciate the need for 
keeping them functioning efficient- 
ly; 3. To explain the increased use 
of hospitals, which in turn will ex- 
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plain the need for increased person- 
nel. This year’s “Hospital Career 
Campaign” was prepared by the J. 
Walter Thompson advertising agen- 
cy of New York. 

Promotional literature sent to 
hospitals and schools of nursing 
throughout the country includes 
sample editorials, ads and _ radio 
scripts, which can be easily adapted 
to fit the needs of each community, 
instructions on how to prepare news- 
worthy items for the local press, and 
a public relations guide for the es- 
tablishment of friendly relations 
with the press, so that each hospital 
and school will get the maximum 
support for its recruitment cam- 
paign. 

Demand for hospital care has in- 
creased 50 per cent since 1940, just 
as the number of hospital beds has 
increased and the number of nurses 
has increased. But the trend today 
is toward a forty-hour week for hos- 
pital personnel, and so the increase 
in the number of patients hospital- 
ized means that still more nurses are 
needed. To fill current needs for 
hospital nursing and health service 
the enrollment of first year students 
must be increased to 50,000 this year. 
Last year’s enrollment totaled 40,000. 


+ 


PHYSIOTHERAPISTS MEET 
IN CHICAGO 

Dr. Hart E. Van Riper, medical 
director of the National Foundation 
for Infantile Paralysis, speaks at the 
opening meeting of the American 
Physiotherapy association, May 23. 
The conference is May 23-28. 


+ 


WORLD HEALTH ORGANIZA- 
TION OFFICIAL, NOW 

WHO was officially launched into 
the world on April 7. The World 
Health Organization, which has been 
operating through an interim com- 
mission for almost two years, was 
created by the United Nations to 
meet medical problems on an inter- 
national scale. 

The U. S. is not a participant 
— on March 12, the House Rules 
committee voted 5 to 2, to “shelve” 
legislation, but three other na- 
tions have ratified the constitution. 


A.M.A. DISCUSSES MEDICAL 
PREPAREDNESS 

Medical preparedness was the 
theme of an April 5-6 meeting held 
in Chicago by the A.M.A.’s Council 
on national emergency medical serv- 
ice. 

Behind closed doors, leaders of the 
armed services “got together” with 
civilian physicians from medical so- 
cieties of the 48 states, and the execu- 
tives of various health and disaster 
groups. The medical aspects of 
atomic, biological and chemical war- 
fare were considered, with their ac- 
companying medical, health and san- 
itary problems. 


Dr. R. Meiling; Rear Adm. M. 
D. Willcutt; and Col. E. Stand- 
lee attend A.M.A. meeting on 
A-Bomb preparedness. 


—Sun-Times 


The council made recommenda- 
tions for a single medical examina- 
tion to be used by selective service 
boards and all branches of the mili- 
tary forces. No fewer than 116,000 
physicians should be retained on the 
home front to care for the civilian 
population, it was stated, or a ratio 
of one doctor to every 1,250 per- 
sons. The council also recommended 
that some system of priority be’ es- 
tablished to regulate the “call-up” of 
medical officers in time of national 
emergency. 

Among speakers were: Dr. Staf- 
ford Warren, dean of the school of 
medicine, University of California, 
who discussed atomic warfare; Dr. 
George Lyon, chief of the radio iso- 
tope section of the VA, who spoke 
on biological warfare; and Dr. Hans 
Reese, University of Wisconsin, who 
presented problems of psychological 
warfare. 
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need not be unseasoned 


Neocurtasal, the new seasoning agent 
for salt (sodium) -free diets, tastes and 
looks like table salt. Patients permitted 
to sprinkle Neocurtasal to suit their 
taste follow dietary directions without 
grudging hesitation. 2 oz. shakers and 
8 oz. bottles. 


sodium-iree seasoning agent 


New York 13,,N. ¥. WINDSOR, ONT. 
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THE SKIN OF THE VEGETABLE 

The skin of a potato is a highly 
protective device for retaining nutri- 
tive values in cooking, but the skin 
of a carrot plays no such protective 
role, points out the Department of 
Agriculture. Carrots boiled whole, 
pared or unpared, kept about 90 per 


cent of their Vitamin C. Potatoes, ' 


however, when boiled whole in their 
skins, lost practically none of their 
supply of this vitamin, although 
when pared before boiling, they kept 
only from 70 to 80 per cent of this 
nutritive element. 


+ 


CHILL BEFORE FREEZING 
A stream of cold air has been 


found very effective in chilling 


vegetables after they have been 
blanched as a preliminary step to 
freezing. This observation was 
made by the New York State Agri- 
cultural experiment station after 
experiments on blanching of vege- 
tables in a field of very high fre- 
quency, known as electronic or di- 
electric heating, had shown that the 
flavor and Vitamin C contents were 
lowered if the material was not 
cooled rapidly after blanching. 

To provide for this rapid cooling, 
three methods were tested: fluming, 
water sprays and a refrigerated air 
stream. 


The test showed that the use of 
the cold air stream involves some 
loss in weight, also that the degree 
of cooling achieved with water de- 
pends upon the amount of agita- 
tion to which the water is subjected. 
The extent of the loss of water- 
soluble constituents from peas, snap 
beans and lima beans was measured 
by changes in weight after cooling. 

While there js little loss in weight 
during dielectric heating, say the 
specialists, water blanching results 
in much larger losses, These are 
counteracted where the food is 
cooled by water because of the re- 
sulting increase in moisture content. 
Vegetables which are blanched and 
water cooled, then, show no appar- 
ent change in weight. 


+ 


TO KEEP APPLES FIRM 

‘A way to keep the original firmness 
in apples for canning, freezing or use 
in pies is suggested by the New York 
State Agricultural experiment station. 
Food scientists have found that cal- 
ciam-treated apples retain their shape 
better. 

For canning, add 0.1 per cent cal- 
cium chloride to the salt water in 
which the fruit is soaked before steam 
blanching. A short rinse prevents any 
possible bitter flavor. Or 0.5 per cent 
calcium chloride is added to the water 


in which apples are blanched before 
freezing. 

The full effect of calcium firming 
of the fruit usually does not show up 
until the fruit has been used in a pie, 
the experimenters say. During the 


baking, especially when a brown crust 
is required, the resistance of the 
treated apples is remarkable, says the 
New York experiment station. 


+ 


DON’T SIEVE IT 
- It’s well enough known that citrus 
juices should be unstrained, to pro: 
vide the full quota of Vitamin C 
content. Department of Agricul- 
ture nutritionists have a further 


_ warning: if you must strain it, don’t 


use copper or copper alloy sieves. 
The vitamin value is decreased when 
the juice comes in contact with the 
metal. 


+ 


STUDIES ON STRAWBERRIES 

Fine flavor and high Vitamin C 
content seem to go hand in hand 
as far as strawberries are concerned, 
points out the Louisiana State uni- 
versity agricultural extension divi- 
sion. 

All tests indicate that any berry 
exposed to normal sunshine has con- 
siderably more of the vitamin than 
one which ripens in the shade, and 
one series of tests showed that ber- 
ries grown in normal sunshine aver- 
aged 41 per cent more Vitamin C 
than those which were lightly 
shaded, and 53 per cent more than 
those which were heavily shaded. 

The studies also showed that ber- 
ries which ripen on the plant have 
finer flavor and more Vitamin C 
than those picked green and allowed 
to ripen afterward. Berries picked 
when half red, and held for two days 
until fully red increased in Vitamin 
C, but did not increase as much as 
those ripened on the plant. . 

The light and sunshine of the last 
week before harvesting berries is 
most important for the production 
of Vitamin C in the fruit, the studies 
indicate. All strawberries are good 
sources of Vitamin C and many va- 
rieties are rich sources, the station 
emphasizes. 


\ 
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calling 
E.. since Abbott introduced Pentothal M a (I iS 0 i 


Sodium for intravenous anesthesia in 1934, an impressive store of literature 

from and for every corner of the globe has accumulated on that subject—and is still 
Commelina Averaging 82 published reports a year for the past 13 years—90 in 
1947—the bibliography on Pentothal Sodium now lists 1063 titles. Such a record proves 
that Pentothal Sodium is an important anesthetic, but aside from that, its real significance is 
for you. It offers you a detailed guide covering every phase of the use of Pentothal 
Sodium, making possible its employment with safety, convenience and effectiveness. 
Interested in more information? Just drop us a card. 


ABBOTT LABORATORIES, NORTH CHICAGO, ILLINOIS 


Pentothal Sodium 


(STERILE THIOPENTAL SODIUM ABBOTT) 


FOR INTRAVENOUS ANESTHESIA 


Ava I lab le —A new motion picture film on Pentothal Sodium in obstetrical procedures is available for 
medical groups interested in anesthesia. Write to the Medical Department, Abbott Laboratories, North Chicago, Illinois. 
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ADAIR, FRANK—Formerly Dr. Sig- 
mund L. Friedman's assistant at Syden- 
ham hospital, New York City, has 
been appointed acting director of that 
institution. (See Friedman, Dr. S.). 

ANDERSON, Dr. JOHN B.—Is the 
new superintendent of the San An- 
tonio (Tex.) State hospital. Dr. Brown 
recently completed 33 years’ neuropsy- 
chiatric work with the Army. 

ANDRES, E. R.—Has been appointed 
manager of the Payne County Masonic 
hospital at Cushing, Okla. Mr. Andres 
had previously been associated with the 
Hillcrest Memorial hospital, Tulsa. 

BECK, Dr. CLyDE M.—Has become 
manager of the Kennedy Veterans 
hospital, Memphis, Tenn. Dr. Beck 
is a retired Army Medical Corps 
general, and succeeds Dr. Charles B. 
Spruitt. Dr. Hugh L. Prather served 
as acting manager. 

BIEBER, ALFRED—Has assumed 
duties as administrator of the Lutheran 
hospital of Sioux City, Ia. Mr. Bieber 
is a former high school teacher. 

BOONE, REv. BOLTON—Superin- 
tendent of the Wichita Falls district 
of the North Texas Methodist confer- 


ence, has been named superintendent - 


of the Methodist hospital, Dallas. 
BoypDSsON, Mrs. HELEN—Of 
Clovis, Calif., has been appointed 
superintendent of the Fowler (Calif.) 
Municipal hospital. Mrs. Boydson is 
a former employe of the local hospital. 


PERSONALLY SPEAKING 
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Buss, WaLpdo WILLIAM—Has 
moved into the position of assistant 
director of the University hospital, 
Ann Arbor, Mich. He will serve di- 
rectly under the hospital head, Dr. 
Kerlikowske. His duties will include 
the supervision of maintenance, serv- 
ice, equipment, purchasing and de- 
partmental budgets. Mr. Buss is chair- 
man of the Standardization committee 
of the AHA, and chairman of the 
purchasing section of the Michigan 
Hospital association. 

CapMus, Dr. ROBERT R.—Formerly 
administrative assistant at Presbyterian 
hospital in New York City, has been 
appointed assistant director of Univer- 
sity hospitals, Cleveland. Dr. Cadmus 
succeeds Dr. Guy W. Brugler. 

CARDWELL, H. M.—Has_ been 
named administrator of the new 
Memorial hospital to be opened next 
November 1, at Lufkin, Tex. 

CARLSON, WENDELL—Has left the 
Ingalls Memorial hospital, at Harvey, 
Ill., in order to become superintendent 
of the Englewood hospital in Chicago. 

CARPENTER, E. M.—A graduate of 
the course in hospital administration 
at the University of Chicago, has be- 
come assistant superintendent and act- 
ing superintendent of the Fairmont 
hospital of Alameda County, San 
Leandro, Calif. 

DuBACH, GEORGE G.—Who recent- 
ly completed his internship at the 


University hospitals of Cleveland, has 
become administrative assistant of that 
institution. Mr. Dubach took a master’s 
degree in hospital administration at 
Northwestern university, and before 
that, served in the army medical ad- 
ministrative corps for 45 months. 

DupEN, Dr. WILLIAM R.—Has 
just been appointed director of the 
Palo Alto (Calif.) hospital. Dr. 
Duden was formerly assistant superin- 
tendent of the Peter Bent Brigham 
hospital in Boston. . 

EvANs, Mrs. Mary, R. N.—Has 
become superintendent of the Beloit 
(Wis.) Municipal hospital. 

FOULGER, FRANK J.—Of Salt Lake 
City has been appointed administrator 
of the Wyoming General hospital, 
Rock Springs. Foulger was formerly 
assistant superintendent of the L. D. S. 
hospital at Salt Lake City, and prior to 
that, was superintendent of the 
Thomas D. Dee Memorial hospital in 
Ogden, Ut., for four years. 

FRIEDMAN, Dr. SIGMUND L.— 
Formerly director of Sydenham hospi- 
tal, New York City, has become di- 
rector of the Mount Sinai hospital, 


_ Cleveland, Ohio. Dr. Friedman has 


also served as assisant director of the 
Beth Israel hospital, Boston, and as 
assistant to Dr. E. M. Bluestone at 
Montefiore hospital, New York. (See 
Adair, F.) 

Gay, D. E.—Has succeeded Dr. 
Philip D. Bonnet as director at 
Lankenau hospital, Philadelphia. Mr. 
Gay had previously been associated 
with the Phoenixville (Pa.) hospital 
as administrator, and came to that in- 
stitution in 1944 from the Wabash ° 
Employees Hospital association, where 
he had held the position of assistant to 
the superintendent for 10 years. 

HAHN, JACK A. L.—Is the new 
administrator of the Memorial hospital 
of Fremont, Ohio. Mr. Hahn recent- 
ly received his master’s degree in hos- 
pital administration from Northwest- 
ern university. He was formerly night 
superintendent at Wesley Memorial 
hospital, Chicago. 

HENDERSON, Mrs. RUTH— A grad- 
uate of Columbia-Presbyterian Medical 
Center in New York City has recently 
been appointed superintendent of the 
Skagit (Wash.) General hospital. Mrs. 
Henderson operated her own hospital 
in New York City for eight years. 
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HINSON, MARVIN W.—Has §suc- 
ceeded to the position of administrator 
of the Good Samaritan hospital in 
Charlotte (N. C.). He has been assist- 
ant administrator since last April. (See 


Laycock). 


JULEON, BRUCE—Formerly- director 
of public relations and financial secre- 
tary at Providence hospital, Waco, 
Tex., has been named administrator of 
the Bryan (Tex.) hospital. Mr. Juleon 
has done much work in the hospital 
survey and consultation field in Texas. 

Kemp, Dr. M. W.—Is the new 
administrator of the Madison (Ind.) 
State hospital (See Zeller). 

-Kintz, Mrs. RuBy—Has tendered 
her resignation as superintendent of 
the El Reno (Okla.) sanitarium, in 
order to take on new duties as super- 
intendent of the Okarche (Okla.) 
Memorial hospital. 

KoENIGc, AuGusT W.—Will take 
over duties as administrator of the 


’ Tracy (Calif.) Community Memorial 


hospital, scheduled to open about 
June 1. 

KREMBS, GERARD A.—Comes to the 
Door County Memorial hospital, Stur- 
geon Bay, Wis., to take over the posi- 
tion’ of superintendent. 

LAYCOCK, GEORGE W.—Formerly 
administrator of the Good Samaritan 
hospital, Charlotte, N. C., has become 
administrator of the Randolph hospi- 
tal, Asheboro, N. C. (See Hinson). 

LoRETTA, SIsTER M., O.S.B.—Has 
been named to succeed the late Sister 
M. Patricia as administrator of St. 
Marty’s hospital, Duluth, Minn. Sister 
Loretta, who is a past president of the 
Minnesota Association of Medical 
Record Librarians, is editor of the 
Journal of the American Association 
of Medical Record Librarians, and 
has served St. Mary’s for several years 
as chief medical record librarian. 

MACKEY, CAPT. ROGER D.—Re- 
cently assumed command of San Diego 
Naval hospital, largest of the Navy's 
medical establishments. He succeeds 
Capt. Frederick R. Hook, who is re- 
tiring from active duty. Capt. Mackey 
had previously commanded the Char- 
leston, (S. C.) Naval hospital. 

Marks, Dr. RoBertT H.—This 
month assumed direction of Jefferson 
County (Ala.) Tuberculosis sanatori- 
um at Birmingham. Prior to this, Dr. 
Marks was with the department of 
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HUNTINGTON 
LABORATORIES, INC. 


Leased without cost to 
users of Huntington 
surgical soap. 


IN CONTACT WITH SOAP 
MODERN design! Time- 


‘THE COMPLETELY REDESIGNED 


DISPENSER 


: aving convenience! Positive action. 
Press foot pedal... it delivers ‘soap instantly. Nothing touched by 
the hands. Complete sanitation Row possible... no corrosion... all 
parts removable for sterilization, Soup touches nothing but Stainless 
Steel. Many new patented features... easier to dismount... easy 
to move... won't tip over... h@ 


me in appearance. Write today 


HUNTINGTON 
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Bright gleaming san- 
itary Chromium fin- 
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protective medicine of Hawaii. 
McGowan, REv. DONALD A.—Has 
been appointed assistant director of the 
department of social action of the 
National Catholic Welfare Conference 
in Washington, D. C. Father Mc- 
Gowan was former diocesan director 
of hospitals, Boston, and has also 
served as president of the New 
England Hospital assembly, vice presi- 
of the Massachusetts Hospital associa- 


tion and of the American Hospital 
association, as a member of the admin- 
istrative board, Catholic Hospital asso- 
ciation and of the Superintendents’ 
Club of New England. 

McLeEop, FRANK HILTON, III— 
Was recently elected assistant superin- 
tendent of the, McLeod infirmary, 
Florence, S. C. 

MEADE, Dr. WALTER R.—Has been 
named superintendent of the McLeod 
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infirmary, located at Florence, S. C. 
Moore, Dr. CARROLL L.—Has 
been appointed manager of the VA 
hospital at Excelsior Springs, Mo., 
succeeding Dr. S. E. Walker. 

Morris, Mrs. MAE—Has resigned 
from the superintendency of the 
Gainesville (Tex.) sanitarium in order 
to become administrator of the John- 
son County (Tex.) Memorial hospital 
at Cleburne. 

Moscow, Rev. JAMES V.—Has 
taken over the duties of assistant to 
the director of hospitals in the Catholic 
archdiocese of Chicago. Father Moscow 
recently completed a course in 
hospital administration at St. Louis 
university, and is the first priest in the 
United States to earn a degree in 
hospital administration. 

PARKER, Doris—Has resigned as 
superintendent of the Johnston County 
(N. C.) Tuberculosis sanatorium in 
order to join the staff of the Johnston 
County health department. 

RAYMOND, A. GEORGE—Has been 
appointed administrator and secretary- 
treasurer of the Budge Memorial hos- 
pital in Ogden, Ut. Mr. Raymond, who 
is president of the Mt. Logan stake of 
the Latter Day Saints’ Church, has 
been acting superintendent of the hos- 
pital since it was taken over by the 
Latter Day Saints. 

SAWYER, Mrs. GERTRUDE LINN— 
After a one-year leave of absence, has 
returned to her position as administra- 
tor of the Memorial hospital, Sedro 
Woolley, Wash. 

STADEL, Dr. WILLIAM W.— 
Assistant medical director of Alameda 
County’s Highland hospital, has been 
named San Diego County (Calif.) 
hospital superintendent. 

STEEL, JOHN O.—Who formerly 
held the position of president of the 
Midwest Hospital association, has been 
appointed manager of the De Land 
(Fla.) Memorial hospital. 

STRANGE, SAM O.—TIs the new 
manager of the Ellen Fitzgerald hos- 
pital at Monroe, N. C. Mr. Strange is 
the former assistant administrator of 
Memorial hospital at Charlotte, N. C., 
and held a similar position at the 
Baker-Thompson hospital, Lumberton. 

Tuomas, H. C.—Has come to the 
new Weaver H. Baker Memorial hos- 
pital in Mission, Tex., to fill the posi- 
tion of superintendent. 


WALLACE, KENNETH F.—Has been 
named business manager of the Univer- 
sity hospital, Oklahoma City, Okla. 
Mr. Wallace had occupied the position 
of administrator of the Chickasha hos- 
pital and clinic since 1939. 

WALTERS, Bruce—Is the new 
manager of the Swisher County hospi- 
tal at Tulia, Tex. 

R.—Associ- 
ated with the University of Illinois 
for 14 years, has taken over the post 
of assistant administrator of the 485- 
bed Research and Educational hospital 
of the university. 

ZELLER, Dr. CHARLES A.—Was re- 
cently tranferred to Logansport (Ind.) 
State hospital, where he will serve as 
superintendent. Dr. Zeller was recently 


associated with the Madison State hos- . 
pital, where he held the same post.’ 


(See Kemp). 


DEATHS 


ELsBERG, Dr. CHARLES A.—Who, 
in 1935, discovered a new “scent de- 
tector” of tumors which was hailed by 
neurologists as a great advance toward 
the treatment of brain. tumors, and 
who was one of the founders of the 
Neurological Institute of the Columbia- 
Presbyterian Medical Center in New 
York, died recently at the age of 76. 
He was the Center’s first surgeon. 

GALLANT, SISTER M. ANOLYsIUS 
—The former superintendent of St. 


John’s hospital in St. Louis, died there 


recently. Sister Anolysius went to St. 
John’s hospital in 1912, when it was 
opened. She served as superintendent 
from 1914 to 1920 and then was in 
charge of the laboratories. 

GorDON, KENNETH H. — The 
former assistant director of Woman's 
hospital, New York, died several 
weeks ago. He had served in an ad- 
ministrative capacity on the staffs of 
several Pennsylvania hospitals. 

HILARIA, MOTHER M., O.P.—Died 
in Brooklyn, N. Y., after a career of 
over 70 years in the Dominican Order. 
She had served as superior of St. 
Catherine’s hospital in New York for 
a number of years. She had also spent 
several years in mission work in Puerto 
Rico before the first World War. 

HOWELL, Dr. THOMAs—A former 
superintendent of the New York hos- 
pital, died there recently at the age of 
80. Dr. Howell had also served as 


director of the Outlook hospital, Sum- 
mit, N. J. 

Hunt, Dr. Rew—A noted pharma- 
cologist and professor emeritus of 
Harvard medical school died in March, 
at the age of 77. Dr. Hunt had gained 
acclaim for his work on the thyroid 
gland and also was credited with the 
discovery of the chemical mediation of 
nervous impulses through the use of 
acetyl choline. He was chief of the 
division of pharmacology in the 
United States Public Health Service 
from 1904 to 1913, and was’ pro- 
fessor of pharmacology at Harvard 
from 1913 to 1926. He was a member 
of the Permanent Standards Commis- 
sion of the League of Nations. 

O’RourKE, Dr. PATRICK—Chief of 
the medical staff of St. Joseph’s hospi- 
tal, Providence, R. I., died April 5 
after a brief illness. Dr. O'Rourke, a 
member of the House of Delegates of 
the Rhode Island medical association, 
and the executive board of the Provi- ~ 
dence medical society, was a consult- 
ing: physician in psychiatry to Seaton 
Institute in Maryland, and was on the 
examining board of the Rhode Island 
state employes’ retirement system. He 
received his medical degree in 1910 
from the University of Maryland. 

PATRICIA, SISTER M., O.S.B.—For 
the past 21 years administrator of St. 
Mary’s hospital in Duluth, Minn., and 
nationally prominent in hospital ad- 
ministration, died at the age of 62. 
Sister Patricia was past president of the 
American Association of Medical Rec- 
ord Librarians, and in 1934, received 
one of the first fellowships conferred 
on women by the American College of 
Hospital Administrators. She was a 
member of the Minnesota Hospital 
association, the American Hospital as- 
sociation and the International Hos- 
pital association. 

+ 


CORRECTION, PLEASE 

In the ‘January columns of ‘‘Person- 
ally Speaking”, the death of Dr. M. 
Mary Rohn was reported. Dr. Rohn is 
very much alive and a member of the 
staff of the Polk (Penn.) state school. 
The February HOSPITAL TOPICS re- 
ported that Lloyd W. Davis was 
managing the Sayre, Okla., hospital. In 
reality, Mr. Davis is administrator and. 
clinic manager of the Community hos- 
pital, Elk City, Okla. 
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OPENINGS 


Anchorage, Alaska—The Anchorage 

medical and surgical clinic was 
opened recently. It will handle 
general practice, and is staffed by 
three local physicians. 

Berkeley, Calif—Seven temporary 
structures have been opened, to ease 
the crowded situation at Cowell 
Memorial hospital at the University 
of California. The group includes 
six ward wings and one isolation 
wing and accommodates double the 
number of patients which Cowell 
was formerly able to care for. 

Exeter, Calif—The opening date 
of the Exeter Memorial hospital was 
February 1. The structure, which 
was constructed at a cost of $450,- 
000, has 44 beds, with 19 private 
rooms. 

Fresno, Calif—The Las Palmas 
sanitarium, an institution devoted 
especially to the rehabilitation of ex- 
cessive users of alcoholic beverages, 
was opened recently. It is operated 
on an open staff basis, with phy- 
sicians subject to call for patients 
who are not under supervision of 
their personal physicians. 

Los Angeles, Calif—A new 34- 
bed wing of the Mt. Sinai-Duarte 
national medical center sanatorium 
has been offically opened. The wing 
contains one and two-bed rooms 
with special two-way speaker systems 
over which patients can converse 
with the nurse in charge at a central 
station. 

San Francisco, Calif—The Mount 
Zion psychiatric clinic has been ded- 
icated and opened several weeks ago. 
One of the many new activities to 
be undertaken by the clinic is a pro- 
gram under which eight University 
of California graduates in social 
work will study there. Reépresenta- 
tives of the VA will also study at the 
clinic. 

Florence, Colo.—The St. Joseph's 
hospital received its first patients in 
the latter part of January. More 
than 2,000 persons visited the hos- 
pital at its open house. 

Pueblo, Colo.—Colorado State 
hospital has expanded its pathology 
department, and installed equipment 
in four new laboratories which were 
recently opened. 
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THE BURDICK 


test X 85 booklet. 


BURDICK X85: 


REVOLUTIONARY 
Tu Design aud Versatility 


Your nearby Burdick dealer now displays the latest innovation in 
diathermy — the Burdick frequency controlled X 85. And he wel- 
comes the chance to point out the features that are responsible for 
the unit's rapid acceptance by such organizations as the Council of 
Physical Medicine of the A.M.A., F.C.C., Underwriters’, and the 
Canadian Department of Transport. 


Important among them is the tiny crystal that maintains a 13.560 
megacycle frequency regardless of how much or how little power is 
used. And in contrast, there is the overall “bigness” of the unit — 
a size that gives the unit ample power to meet all treatment condi- 
tions — over largest areas with the same ease as over smaller areas. 
Precision of this sort is unsurpassed. In the X 85, you'll learn too that 
wherever the unit's dials are set, there the current is stabilized and 
constant — deepest heating still is uniform. 


Yet this exceptional versatility isn't the unit's only claim to recogni- 
tion. Each X 85 is also equipped with the new Contour Applicator — 
the latest development in treatment applicators. An applicator that 
literally follows body contours — and with no pressure at any point. 
See the new X 85 in your nearby Burdick dealer's showrooms today, 
or write us, the Burdick Corporation, Milton, Wisconsin, for our 


DIATHERMY 


CORPORATION 


Washington, D. C.—The chil- 
dren’s wing of the Georgetown hos- 
pital was dedicated several weeks 
ago to the late President Franklin 
D. Roosevelt. CIO officials at- 
tended the ceremonies and accepted 
the thanks of Georgetown university 
for their $5,000 gift, which financed 
the wing. 


Tallahassee, Fla—Forsyth Me- 


morial hospital began operations the 


latter part of 1947. The hospital 
is operated by the Seventh-Day Ad- 
ventist church, but is open to the 
public. It has a 40-bed capacity. 

East St. Louis, Ill—The new wing 
of Christian Welfare hospital has 
been opened to patients. The ad- 
dition has 66 beds, bringing the total 
capacity of the hospital to 210 beds. 
A new entrance lobby and waiting 
room were also constructed. 
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DRIVES 


$17,000 remains ‘to be subscribed of 
the original goal of $300,000 set by 
the Santa Ana Community hospital, 
before work begins on construction of 
a new wing. 

Boise, Ida.—A campaign has begun 
to raise at least $600,000 for construc- 
tion of new wings at St. Luke’s and 
St. Alphonsus’ hospitals. The two 
hospitals will share equally the funds 
raised. Both hospitals hope to con- 
struct 100-bed wings. 

Glencoe, Ill.—Michael A. McNul- 
ty has been named chairman of the 
Glencoe phase of the drive conduct- 
ed by St. Francis hospital in Evans- 
ton to raise $1,375,000. The fund 
will add to facilities for more beds, 
an outpatient department with social 
services, additional laboratory facili- 
ties, contagious disease sections and 
widened research and emergency 
facilities, 

Indianapolis, Ind—A committee 
has been formed to direct efforts in 
the raising of $2,000,000 for a 200- 
bed East Side hospital. 

Paducah, Ky.—A few months ago, 
a campaign for funds was launched, 
in the interest of the West Kentucky 
Baptist Memorial hospital. The 
board of trustees of the hospital 
hopes to have enough money on 
hand to begin erection of the hospi- 
tal in the spring. 

Houlton, Me.—A $125,000 cam- 
paign was recently begun by the 
Madigan Memorial hospital in order 
to obtain funds for the expansion of 
hospital facilities. Fifty beds are 
being sought as a minimum require- 


ment. 
St. John’s, Mich.—A contribution 


of $1,200 recently swelled the build- 
ing fund of the Clinton Memorial 
hospital to $34,304. 

Blue Earth, Minn.—Currently, 
the Community Memorial hospital’s 
campaign fund totals $7,000. Can- 
vasses of the residential sections are 
being made. 

Scobey, Mont.—Solicitors for the 
Daniels Memorial hospital have 
brought in $9,717 from communities 
in Daniels county, bringing the to- 
tal in the fund to more than $75,- 
000—three-fifths of the way toward 
the $125,000 goal. 


Laguna Beach, Calif—Less than 


Glen Falls, N. Y.—Though no 
budget has been’ set for the drive, 
and no quota has been suggested, a 
campaign for funds was undertaken 
recently by the Glen Falls hospital. 
There is an ultimate need for $850,- 
000, which will be used to provide 
for badly needed expansion at the hos- 
pital. The present capacity of 151 
beds will be expanded to 256 beds 
and eight additional bassinets. A 
$45,000 subscription by the Union 
Bag and Paper corporation of Hudson 
Falls has been announced. 

New York, N. Y.—Plans for a 
fund-raising campaign will be an- 
nounced shortly on behalf of Syden- 
ham hospital, where for four years, 
a Negro-white staff has served an 
inter-racial clientele. According to 
plans, a program costing $7,500,000 
will bring under one roof medical 
men, social workers, psychiatrists, re- 
searchers and students. There will be 
two divisions at the hospital: a Re- 
search Institute of Medical and Re- 
lated Sciences and an Institute of 
Community Relations. 

Oneida, N. Y.—A drive was begun 
recently to raise money for the expan- 
sion of the City hospital. 

Patchogue, N. Y.—Fund-raising 
committees have been set up in 25 
villages in mid-Suffolk to direct a 
campaign for funds for the proposed 
Brookhaven Memorial hospital to 
be erected in Patchogue. The com- 
mittees are trying to raise $600,000, 
to erect a 50-bed hospital in the 
South Shore village. ‘ 

Pennyan, N. Y. paign head- 
quarters have been established and the 
drive has begun to raise $150,000 for 
the Soldiers and Sailors Memorial hos- 
pital building fund. 

Pleasantville, N. Y.—The $250,- 
000 completion fund for the North- 
ern Westchester hospital has been 
increased by five additional sub- 
scriptions totalling $23,900. 

Rhinebeck, N. Y.—The Northern 
Dutchess Health Center’s $15,000 
operating fund appeal has been 
oversubscribed by the communities 
served by the hospital. 

Rockaway Beach, N. Y.—A house- 
to-house campaign was conducted 
recently to aid the building fund of 
the Rockaway Beach hospital. 

Sayville, N. Y.—A_ concentrated 
campaign has begun to obtain funds 


for urgently needed improvements and 
enlargements of the Southside hos- 
pital. It is estimated that $1,200,000 
will be needed to make the hospital 
adequate to serve the needs of the 
people of this area. 

Southold, N. Y.—The Eastern 
Long Island hospital campaign re- 
ported a final total of $232,451 as 
the net result of its drive. 

Bismarck, N. D.—The final and 
most intensive phase of the drive to 
raise funds for a new hospital here 
took place several months ago. City- 
wide solicitation was undertaken to 
raise $500,000. 

Hillsboro, N. D.—A drive for 
funds, with a goal of $10,000 has been 
started on behalf of the Hillsboro 
Community hospital. 

Miller, N. D.—Working toward a 
goal of $310,000, the Hand hospital 
fund-raising committee has already ob- 
tained $184,000. The drive will be 
continued until the goal is reached. 

Watford City, N. D.—The Mc- 
Kenzie County Hospital association 
has begun its drive to raise money for 
completion of the hospital next year. 
At the present time the association has 
$43,668. 

Columbus, O.—The Columbus 
Hospital Federation has proposed a 
public subscription campaign to raise 
at least $6,000,000 to finance construc- 
tion, which will provide seven Co- 
lumbus hospitals with 632 additional 
beds. The hospitals to be aided by 
the proposed program are: Mt. Car- 
mel, Grant, Children’s, St. Anthony’s, 
St. Ann’s, Doctors and White Cross. 

Guthrie, Okla.—Twelve commit- 
tees have been appointed to conduct 
the drive for funds to help furnish 
and equip the new million dollar 
Benedictine Heights hospital here. 

Allentown, Pa.—A drive is now 
under way to obtain funds for the 
construction of the Gnaden Hutten 
Memorial hospital. Wilbur G. 
Warner, chairman of the committee 
in charge of the establishment of the 
hospital, has announced that the 
initial part of the campaign would 
include the sale of memorial rooms 
to individual families, churches, or- 
ganizations ofr communities at 
amounts from $1,000 to $25,000. 
The second part will include a cam- 
paign among the various industries 
throughout the area to have employ- 
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“DAKON” 1935 


ENHANCED PRESTIGE 
4 LONGLIFE SERVICE 
OF ECONOMICAL OPERATION 
PATIENT SATISFACTION 


@ Over 2,000 DAKON designed baths 
are in daily use in hundreds of Hos- 
pitals and Practioners’ Offices through- 
out the U. S. Competent Engineers 
with more than twelve years of spe- 
cialized Whirlpool Bath design, con- 
struction experience and know-how 
assure you of .. . the ultimate in 
Whirlpool Bath 
values! Really. 

Tomorrow's 
Product Today! 


@ Write for 


Descriptive Circu- 
lar, rices, Etc. 
Mobile and _ Sta- 
tionery Models 
Available for Im- 
mediate Delivery 


Model No. C.H.P. 


496 BROADWAY, BROOKLYN 11, NEW YORK 


Northwest Institute it Medical 
Technology, Inc. 


Its Aims and Purposes 
(No. 136 of a series) 


The Northwest Institute of Medical Tech- 
nology, Inc., is the largest and oldest school 
devoted wholly to the teaching of Clinical 
Laboratory Technic. The large number of 
successful graduates located throughout the 
world is undisputed proof of the thorough- 
ness and completeness of the Course taught. 
The tuition rates are reasonable and every 
cooperation is given to students in order that 
they will become exceptionally qualified to 
give capable, efficient 

assistance in this .im- 

portant phase of med- 

ical diagnosis. 


Catalog explaining in 
detail will be an im- 
portant addition to 
your office file and 
will be gladly mailed 
on request. 


3419 E. Lake St. 
Minneapolis 6, Minn. 
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Works 15% to 21% 
faster on toughest 
cleaning 


ALCONOX 


Cleans Better, too 


What’s your toughest cleaning problem? 
Give it to Alconox, the soapless cleanser that works 
on a new principle. Tests show Alconox removes 
grit, grease, grime, dirt from hard-to-clean glass, 
metal, porcelain ware, etc., at least 15% to 21% 
faster than soap cleansers. 

Leaves them sparkling. No film; no streaks. Con- 
tains no soap, yet gives a rich lather even in hard 
water. Amazingly economical as to cost and storage. 
Only one spoonful makes a gallon of active cleanser. 


Cleans Brilliantly 


Glassware Machine parts 
Metalware Cloth, Walls 
Porcelainware Pipettes 


Used By Leading 


Hospitals Food processors 
Laboratories Bottling plants 
Chemical Plants Hotels, Etc. 


12 box carton 13.50 50-lb bag 16.00 


Send for Free Sample or Order from your dealer 
BURRELL TECHNICAL SUPPLY CO. Pittsburgh 19, Pa. 
CHICAGO APPARATUS CO. ................ Chicago 22, Ill. 
CONTINENTAL HOSPITAL SERVICE INC. ...... Cleveland, Ohio 
EBERBACH & SON CO. Ann Arbor, Mich. 
GREENE BROTHERS INC. Dallas 2, Texas 
Kansas City 8, Mo. 
HOWE & FRENCH INC. Boston 10, Mass. 
MACALASTER, BICKNELL CO. .......... Cambridge 39, Mass. 
E. MACHLETT & SON New York 10, N. Y. 
REFINERY SUPPLY CO. Tulsa 3, Okla. 
ROEMER DRUG CO. Milwaukee 2, Wis. 
E. H. SARGENT & CO. Chicago 11, Ill., Detroit 7, Mich. 
STANDARD SCIENTIFIC SUPPLY CORP. .... New York 12, N. Y. 
WILLIAMS, BROWN & EARLE INC. Phila. 7, Pa. 
CANADIAN LABORATORY SUPPLIES LTD. 

Montreal, Toronto and Winnipeg, Canada 


ALCONOX INC. 
New York 12, N. Y. 


ALCONOX 
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Samples and brochure 
sent upon request. 


EFFECTIVE CONCENTRATION 
OF "FREE IODINE IN SOLUSALVE* 


Many years of research and clinical 
usage has left iodine the uncon- 
tested bactericidal agent. Pub- 
lished reports show that ‘‘the 
iodine solution can be diluted over 
eighty times and still be as bacter- 
icidal as the strongest of the other 
germicides.”’1! 

Vodine now makes it possible to 
utilize the high bactericidal power 
of iodine against both gram-neg- 
ative and gram-positive organisms 


*Solubase Brand 
1. New England J. Med. 213:279 


Vodine Company 


407 SOUTH DEARBORN STREET © CHICAGO 5, ILLINOIS 


without the old discomfort of 
“smarting,” burning and staining. 

Vodine Ointment—‘‘free”’ iodine 
in a bland, non-irritating base—is 
indicated wherever effective topi- 
cal antisepsis is required: infec- 
tious dermatoses, cuts, burns and 
lacerations. Vodine Ointment has 
the added advantage of being non- 
injurious to even delicate skin and 
may be used safely under bandages 
or surgical dressings. 


ees donate a certain number of days’ 
pay; and third, a house-to-house 
canvass for those not employed by 
the various county industries. 

Bellefonte, Pa—Centre County 
hospital has launched a drive to 
raise $650,000 for expansion pur- 
poses. It hopes to increase its ca- 
pacity from 74 to 147 beds. Ninety- 
four will be adult beds, 11 for. chil- 
dren, and 42 bassinets. 

Columbia, Pa.—The Columbia Hos- 
- pital Post War Drive got under way 
recently, having set a goal of $25,000. 

Honesdale, Pa.—Wayne County's 
building fund movement for a new 


hospital reached a final goal of $325,- 
663. Citizens of the county had 
over-subscribed the objective by more 
than $25,000. 

McKees Rocks, Pa—A drive to 
gain funds for the construction of 
the new Ohio Valley General hospi- 
tal was begun during November. 
If the campaign to raise $250,000 
more is successful, the million-dollar 
institution can be ready for use by 
the spring of 1948. The general 
public phase will be conducted after 
the close of the Community Fund 
campaign and. for several months 
thereafter. 


Mt. Carmel, Pa.—The campaign 
to raise $1,000,000 to finance con- 
struction of the Geisinger Memorial 
hospital diagnostic clinic was opened 
early last month. The object of the 
campaign is to provide a diagnostic 
clinic to serve all central Pennsyl- 
vania, and to meet increasing de- 
mands for outpatient clinic services 
at the hospital. 

Newcastle, Pa.—Public campaign 
for $750,000 to relieve a serious 
shortage of hospital beds and facili- 
ties by expanding the Jameson Me- 
morial hospital was begun recently. 
Plans are for a four-story addition 
at the rear of the present structure. 
75 beds will be added. 

West Chester, Pa.—Plans have been 
formulated for a building fund drive 
for $1,250,000 to enlarge the Chester 
County hospital. Plans call for the 
construction of a new maternity build- 
ing, a three-story addition to the hos- 
pital’s present central wing and erec- 
tion of a new nurses’ residence. 

Wilkinsburg, Pa.—Reports from 
the Auxiliary board of Columbia hos- 
pital indicates that the annual solici- 
tation for funds will reach its goal. 
Money is needed for auxiliary activi- 
ties. The Auxiliary Board supports 


- the Children’s ward at Columbia. 


Gettysburg, S. D.—The soliciting 
campaign for the Gettysburg Me- 
morial hospital fund was reopened re- 
cently. An attempt will be made 
to secure $80,000. Approximately 
$70,000 was raised last year. 

Chattanooga, Tenn.—The Hamil- 
ton County Memorial Hospital as- 
sociation recently launched a cam- 
paign to obtain an additional $350,- 
000 for construction of a new gener- _ 
al hospital here. According to plans, 
in the first construction facilities 
and services will be provided for a 
200-bed general hospital with as 


_many beds as possible, others to be 


added as units of the building are 
completed and furnished. 

Houston, Tex.—More than $1,- 
135,000 has been raised toward a 
goal of $1,500,000 for construction 
of a new Methodist hospital in the 
Texas medical center. 

Sheridan, Wyo. — The _ total 
amount pledged to the new hospital 
building fund stands.at $411,115.50. 
More contributions are expected 
during the coming months. 
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FOR TOPICAL APPLICATION 
ne WATER MISCIBLE 


HOW TO DO IT, 


WHERE TO GET IT. 


Without cost to you any of the literature, or details on the new equipment and prod- 
ucts, listed below, will be forwarded promptly by a reliable manufacturer. This in- 
formation is practical for your hospital. Order by number and address this magazine, 
30 W. Washington St., Room 1611, Chicago 2, III. 


No. 498. To encourage breast feed- 
ing of newborn infants, the new 
Plastishield Technic of breast care is 
rapidly gaining in popularity. This 
simple, more sterile method of nip- 
ple care protects against irritation 
and eliminates the necessity for 
messy medication. Plastishields are 
correctly shaped plastic shields which 
ate easily cleaned and conveniently 
worn beneath the customary hospital 
support or brassiere. They keep the 
nipples moist and pliable, thus pre- 
venting painful fissuring and sore- 
ness. 


SMOKER TURKEY 


No. 486. Quantity Recipes for 
Pinesbridge Farm Smoked Turkey 
are now available through John Sex- 
ton and Company, the new national 
distributors of this rare delicacy. 
Smoked Turkey in ready-cut form 
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has a special appeal to hospitals 
where its delicate taste, imparted by 
a secret “cure” of rare herbs and 
spices, plus smoking over smolder- 
ing applewood, is counted upon by 
dietitians to interest jaded appetites. 
Unopened tins keep indefinitely 
without refrigeration and there are 
neither bones nor waste for kitchen 
staffs to worry about. Send for your 
recipes today, without obligation. 


No. 496. The ‘“Walk-Aider,” scien- 
tifically designed and strongly built 
of tubular aluminum, simplifies stair 
climbing by freeing shoulders and 
arms. Walk-Aider is not swung out 
in walking or mounting steps. Raise 
arms as necessary and the pivoting 
cradle (holding the forearm) per- 
mits Walk-Aider to hang vertically 
out of the way. Can be used to ad- 
vantage by amputees and those with 
disabilities of the lower extremities. 
Adjustable in overall length from 
21” hand height up to 36”. Write 
for further details. 


No. 479. Hemo-Pak Hemostatic Ab- 
sorbable Gauze and Cotton Dress- 
ings has recently been announced by 
Johnson & a Prepared from 
oxidized cellulose, they effect hemo- 
stasis within two minutes after ap- 
plication to the bleeding points. 
Absorption occurs between the sec- 
ond and seventh day following the 
implantation of the material, which 
is most effective when used dry. 
When exposed to blood, Hemo-Pak 
oxidized gauze or cotton turns black 
and forms a soft gelatinous mass 
which molds itself to irregular sur- 
face contours and controls hem- 
orrhage by acting as a cork in the 
mouths of the bleeding vessels. Lit- 
erature available on request. 


No. 497. The Accessory Cabinet for 
Armstrong’s X-4 Baby Incubator has 
been designed so that it may be 


. added to any X-4 Incubator now in 


service in your hospital, or specified 
as an accessory on new orders. Made 
entirely of steel, finished inside and 
out with two coats of baked on white 
enamel, it is made to fit on the in- 
cubator stand’s lower shelf. Three 
inside compartments totalling more 
than 4700 cu. in. storage space. Easy 
to attach; cabinet is not included in 
incubator price, but should be or- 
dered as an extra. 


No. 494. “Scientific Floor Mainte- 
nance,” a new 16 mm. sound motion 
picture, has recently been announced 
by Huntington Laboratories, Inc. It 
will be shown to the staff of any 
hospital or institution on request. 
It illustrates the latest and most eco- 
nomical methods of floor mainte- 
nance and is shown without cost or 
obligation. Many cleaning problems’ 
presented by modern floor materials 
are answered . . . filmed in a way it 
will be readily understood. A free 
showing may be arranged by writing 
this department. 
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No. 491. “Vaseline” Petroleum 
Gauze Dressings, in individual ster- 
ile packages, first developed exclu- 
sively for the Armed Forces during 
World War II, are now made avail- 
able to the civilian medical profes- 
sion. The dressings are strips of 
sterile, fine-meshed (44/36) absorb- 
ent cotton gauze, uniformly  satu- 
rated in a sterile atmosphere with 
sterilized white petroleum jelly, ac- 
cordion-folded and heat-sealed in 
moisture-proof aluminum foil en- 
velopes, ready for immediate use 
anywhere in the first aid or definite 
treatment of thermal burns, as a 
bland dressing and protective cover- 
ing for numerous purposes and as a 
wound pack. Write for details. 


No. 499. The “Make-it-Yourself” 


Moccasin Kit requires special 


skill or tools to assemble. These 
snug-fitting and smart-looking moc- 
casins come in seven colors, in sizes 
for men and boys, women and girls, 
the materials containing the finest 
leather with comfortable, orthopedic 
soles of diagonal-cut rubber. In ad- 
dition to the moccasins, the manu- 
facturer offers many other leather- 
craft projects for your occupational 
therapy department, information on 
which will be sent upon request. 


No. 489. Magnesium Folding Chairs 
fold in one simple motion, yet are 
big, comfortable, deeply padded and 
look like the most beautiful, perma- 
nent overstuffed furniture when 
opened. Made of magnesium, the 
chair is easy to lift, fold and unfold, 
store away or move. No joints to 
come apart; back, seat and front leg 
frames are made as three strong one- 


piece diecast units locked together 
by the patented Rastetter steel-hinge 
and brace. Finished to harmonize 
with the finest metal or wood furni- 
ture. Details will be sent you. 


No. 493. The Applegate Marking 
Machine, the only inexpensive 
marker made that permits the oper- 
ator to use both hands to hold the 
goods and mark them any place de- 
sired, is again available. Either no- 
heat or heat-in indelible inks can be 
used on. the Applegate markers, 
while only no-heat inks can be used 
on all other motor power markers. 
Marks all linens, towels, coats and 
aprons at only 3 cents per dozen. 
Send for catalog and impression slip. 


No. 488. The Columbia “Hospital 
Model” Portable Radio now comes 
equipped with the Telex under- 
pillow speaker attachment. The 
Telex magnetic under-pillow speaker 
is guaranteed waterproof (may be 
emerged into 70% solution of al- 
cohol for sterilization), is shock- 
proof and will not damage if acci- 
dentally dropped. The Telex speak- 
er is designed for normal sound re- 
production when placed under a 
pillow, so the patient may listen 
while lying down without disturb- 
ing others in the same room. The 
radio can be had in a choice of 
colors, is RCA and Hazeltine li- 
censed and guaranteed by Standard 
R.M.A. guarantee for radios. These 
models are now being placed in hos- 
pitals at no cost or investment by 
the hospital; in addition the hospital 
receives a substantial revenue every 
month. Write for further details. 


No. 382. Hematest, a new tablet 
method for detection of occult blood 
in feces, urine and other body fluids, 
is a reliable procedure that can be 
carried out very quickly by the 
physician or laboratory technician. 
The tablet as supplied is ready for 
immediate use. A dropper or pipette 
is the only additional equipment re- 
quired. Further details on request. 


No. 474. The Hasco All Stainless 
Steel 5-Shelf Tray Carriage is of 
heavy duty construction throughout ; 
all shelves and uprights are rein- 
forced at all strategic points, assur- 
ing rigidity at all times. Easy to 
keep clean, being made entirely of 
heavy gauge all stainless steel of 
bright satin finish — 10” ball-bear- 
ing rubber tired wheels, 5 shelves 
accommodating 15 trays 15” x 20”. 
Priced amazingly low. Write for 
delivery information and price. 


No. 319. Mollo-pedic Shoes, de- 
signed to provide protection and 
comfort for injured, aching, ailing 
feet, replace hard unyielding shoes 
or slop. Soles are made 
of thick, resilient sponge rubber; 
uppers of Oxnaburg fabric adjust- 
ike to any shaped dressing; pat- 
ented lacing method is variable 
to avoid pressure points. By pro- 
viding a secure floor-grip and com- 
plete cushioning of the foot, Mollo- 
pedic shoes invite walking, thus 
speeding recuperation. Available 


- in necessary sizes, Send for details. 


No. 334. Vitamin Products (Lilly) 
for Prescription Use. The current 
edition of this literature, attractively 
printed and profusely illustrated in 
natural color, has recently been re- 
leased, An unusual feature of the 
booklet is a thumb index (for easy 
reference) of the various vitamins: 
A, B,, B,, B., C, D, E, K, etc. Also 
included: listings of the recom- 
mended daily vitamin allowances for 
children and adults; vitamin value 
of foods; percentage of vitamin loss 
during food preparation and a very 
complete bibliography. Copies are 
sent without charge. 
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MINNEAPOLIS MINNESOTA 


APRIL, 1948 


IS YOUR FLOOR 
COSTING MORE? 


Floor machines that get out of 
kilter add wasteful dollars to 
floor maintenance overhead...and 
today repairs cost more than 
ever. Let HOLT floor machines 
cut your costs—they’re famous 
for rolling trouble-free and easy, 
year in, year out. Thousands of 
leading institutions have HOLTS 
on the payroll at a profit. Check 
HOLT before you choose—today! 


THE HOLT FLAT TOP 


All the built-in quality, ad- 
vanced design and engineer- 
ing leadership for which 
HOLT floor machines are 
noted, is evident in this su- 
perb machine. Eleven quickly 
changed attachments equip 
Flat Top for any floor upkeep 
or rug shampoo assignment. 


MAIL THIS COUPON TODAY 10: 

HOLT MANUFACTURING COMPANY _ic 
651-681 20th STREET @ OAKLAND 12, CALIFORNIA 
Please send me free floor care booklet and catalog: 


NAME 


ADDRESS 


CITY STATE 


HOLT MANUFACTURING COMPANY 


Oakland, Calif. Newark, N.J. 


: A S E PTI Ge 
EAST, 
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No. 492. A recent issue of Archi- 
texts describes in full and illustrates 


by diagrams and actual installation - 


photographs, the latest and most 
scientific Surgery Lighting Systems. 
The war speeded up visual research, 
which led to a more fundamental 
understanding of the visual process. 
This psycho-physiological progress 
was paralleled by advances in glass 
chemistry, optics and mechanics. 
The net effect is that pre-war surgical 
lighting equipment is obsolete. The 
ostwar surgery lighting that em- 
Bodies the warborne advances is de- 


scribed in this issue, which will be | 


sent without charge, upon request. 


No. 456. The Boulevard, a new in- 
expensive folding wheel chair, is 
designed with a frame that is all 
welded, seamless steel tubing fin- 
ished in aluminum bronze. Folding 
mechanism consists of cross braces, 
front and rear, that give ample sup- 
port and afford shock absorbing ac- 
tion. Hinged hardwood folding 
footboard securely locks chair in 
open position. Wheels are light 
weight 24” bicycle type, 1” solid 
rubber tires and easily gripped hand- 
rims for self propulsion. Sealed hub 
ball bearings throughout for smooth, 
silent easy mobility. Seat and back 
made of flexible, heavy weight, out- 
door green material. Ideal for use 
in hospitals and sanitariums where 
patients may or may not require an 
attendant’s aid. When folded, the 
chair is 10” wide, easily carried in 
ambulances or stored out of the way. 

Write for further details, prices, etc. 


No. 279. “One Sure Thing” is the 
name of an attractively printed, 
photographically illustrated folder, 
describing in detail the safety and 
other advantages of Deknatel Name- 
On Beads for identifying hospital- 
born babies. Copy will be mailed 
to any hospital executive or physi- 
cian if requested. 
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No. 484. The Electric-Aire Deluxe 
Model Hair Dryer, now in regular 
production, is designed for hard, 
continuous service in hospitals and 
institutions. Equipped with choice 
of three types of switch control, it 
can be either recessed into the wall 
or surface mounted. It is quiet, safe 
and fully guaranteed, and will dry 
hair thoroughly in 3 to 5 minutes. 
The manufacturer also announces 
their Electric-Aire Hand Dryer, 
said to dry hands faster and more 
thoroughly than any hand dryer ever 
developed. Comes also in both re- 
cessed and _ wall-surface-mounted 
models. Write for details. 


No. 463. Heidbrink Model 80-E, 
a new all-around clear-vision plastic 
oxygen tent equipped with an elec- 
tric refrigerating system, has recent- 
ly been announced. Automatic con- 
trols, with indicators mounted on a 
self-illuminated instrument panel, 
make this model an exceptionally 
convenient, dependable outfit for 
oxygen therapy. A quiet constant- 
speed electric refrigerating system 
maintains the necessary cooling ca- 
pacity at all times and a compact, 
efficient electric blower provides 
draft-free diffused circulation of au- 
tomatically humidified air, Carbon 
dioxide concentration (controlled by 
soda lime in an easily-serviced mesh 
basket) is determined by pressing a 
button on the panel, An automatic 
sampling valve is mounted on the 
panel for quick sampling of tent 


atmosphere. A pilot light on the 
panel shows when the system is op- 
erating correctly, and all readings 
can be made without outside sources 
of illumination. Send for details. 


No. 459. Domeboro Tabs (Burow’s 


Solution) is now available in three 
convenient forms, the powder form 


and tablets, saving time and money 


- for large institutions in their out- 


patient departments, because no bot- 
tles or distilled water are required; 
the ointment form possesses the ad- 
vantage of being particularly suit- 
able for ambulatory patients. Dome- 
boro is the trade name for the pat- 
ented, modernized form of alumi- 
num acetate (Burow’s Solution 
1:20). Samples and complete litera- 
ture will be forwarded without 
charge. 


No. 487. A new booklet “Bakery 
Art” describes and gives methods of 
preparing Pillsbury Sweet Doh 
mixes, Donut mixes, cake, pie crust, 
hot bread, griddle cake and waffle 
mixes. The first section describes 
and gives instructions for the use of 


_ Pillsbury’s four Sweet Doh mixes in 


creating Danish pastries, retarded | 
doughs and large scale production. 
Next section covers Donut mixes; 
other prepared mixes described in 
the booklet are for chocolate cake, 
spice cake, lemon gold cake, biscuits, 
corn muffins, southern corn bread, 


. gingerbread, pie crust, griddle cakes 


and waffles. In addition, several 


. pages are devoted to make-up meth- 


ods for taste-tempting displays of 
bakery art. Write for copy. 


No. 478. The Gruss Needle has the 
patented feature of holding a single 
strand of suture material, yet is re- 
threadable with ordinary sutures 
and may be used indefinitely. The 
single suture easily follows the 
needle through tissue, thus reducing 
trauma and tearing tendency to a 
minimum. Gruss Needles, made to 
high standards of precision and in- 
dividually hand ground and honed, . 
are specially heat treated and will 
not break or bend out of shape when 
subjected to the use for which they. 
are intended. 
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SNUG FITTING WRIST 
HOLDS FIRM 
WON'T ROLL 


No. 476. A new 2-Cylinder Truck, 
for the quiet transporting of two 
large cylinders of medical gases, has 
been announced by The Ohio Chem- 
ical and Mfg. Company. This truck, 
with two 10-inch rubber-tired ball- 
bearing wheels and two rear bangs 
on rigid non-collapsible support, 1 
especially convenient for the a 
porting of a cylinder of anesthetic 
gas and one of oxygen, or where 
large cylinders of oxygen and he- 
lium are used for therapeutics. Write 
for further details and price. 


APRIL, 1948 


BUY 


SECURITY 
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DETROIT’S “FIRST” 


IN CONVENIENCE - COMFORT QUALITY 


In the heart of the downtown, office, theater, 
and shopping area. Friendly, courteous service 
to make your stay in Detroit a pleasant memory. 
The Tuller Coffee Shop or Cafeteria for excel- 
lent Food modestly priced. The Hotel Tuller, 
Detroit's largest, is the place to stay. 


visit our Cocktail Lounge 
ONE OF DETROIT'S FINEST 


800 ROOMS with BATH FROM $9" 


Hotel Culler 


FACING GRAND CIRCUS PARK 
RICHARD C. HODGES, Manager 


| 
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No. 78. Franklin’s Rubber Gloss 
Wax is officially listed by Under- 
writers’ Laboratories as an anti-slip 
floor treatment material. Damp 
mopping does not flush away the 
protective film and accidental spill- 
age does not cause ugly white spots 
or a dangerous slippery condition. 
This wax is weather-proof, extreme 
heat and cold do not destroy its 
efficiency. Also available, is Frank- 
lin’s Rubber Gloss Cleaner for floors, 
which cleans by saturation. No hard 
scrubbing necessary, the cleaner it- 
self doing the work. Restores color 
and beauty, preparing the floor for 
smooth application of wax. Write 
for literature describing full line of 
maintenance materials. 


No. 483. The Metric and Apothe- 
caries’ Equivalents Chart, recently 
made available by Eli Lilly and Com- 
any, offers a convenient reference 
or converting weights and measures 
commonly used in medicine and 
pharmacy. Physicians will find it 
useful in converting specific quan- 
tities for prescription writing. Avail- 
able to physicians, pharmacists and 
nurses, upon request. 


HOSPITAL 


balanced, easy to handle with one hand. 
Ideal for hospital use. 2" 
wider than most trucks of this kind. 


wi 


TRUCKS 


Semi-pneumatic 
10” wheels 


$19-% 


MODEL 20. Quiet, resilient, 
puncture-proof 10 x 2.75 
wheels with omy rolling 
ball bearings. Height 
50''; width 
500 lbs. Ship. Wt 
lbs. 


Solid Rubber 
5” wheels 


$11-95 


MODEL 35RB. 
ceptionally well 


face on wheels 

Ht. 46°’; 

Ship. Wt. 23 lbs. Cap. 600 lbs. 
Two Handles 


9” Timken wheels 
MODEL 49. Finest Airlight alum- 
inum alloy wheels with Timken 
tapered bearings. Cap. 800 Ibs. 

Frame 44 ht; width Ber Ship. 
Wt. 38 lbs. 
Guarantee—Send back col- 
lect if not pleased. Order 


from 
HANDEES CO. 
Dept. HT42, 
Bloomington, Ill. 


di 
dth 19”. 


No. 495. The new Postal Duplicator, 
a miniature mimeograph machine in 
size, standing only 6 inches high and 
weighing but 234 pounds, operates 
as nearly by itself as possible. Sten- 
cils are cut as usual and guarantee as 
many as 20,000 postcard: size repro- 
ductions apiece. Since it adheres to 
any smooth surface with rubber suc- 
tion feet, it may be used on any sur- 
face. One hand to turn the crank 
is all the guidance the Duplicator 
requires. Write for further details. 


No. 173. Capital Curtain Cubicles, 
Designed to conserve space and af- 
ford greater privacy, these cubicles 
are installed in wards, semi-private, 
first aid, private or examination 
rooms. Installations made quickly 
by any mechanic, for each cubicle 
curtain is numbered and accom- 
panied by a plan sheet and detailed 
instructions. One of the outstand- 
ing patented features prevents hooks 
from catching or jamming and, as 
the illustration shows, they cannot 
be removed or lost — only one cur- 
tain necessary to maintain complete 
privacy. Curtains are non-transpar- 
ent and sanforized, produced in 
white and restful fast colors. Com- 
pletely informative illustrated litera- 
ture K-5 available. 


When You Think of - - - 


BUROW'S 
SOLUTION 


Use - - - 


DOMEBORO 


The patented, modernized form 
of basic ALUMINUM ACETATE. 


Available in 
TABLETS and POWDER 


You will save time and money as other 
large institutions are doing in their out- 
patient departments because no bottles or 
distilled water are required. 


Hundreds of millions of tablets have been 
used all over the world by the U. S. 
Army, Navy, Red Cross, Veteran‘s Ad- 
ministration, UNRRA and the S. Pub- 
lic Health Service. 
DOMEBORO TABS are listed on page 
376 of the ‘‘Manual of Dermatology” 
issued under the auspices of the Na- 
tional Research Council as ‘“BU- 
SOLUTION — DOMEBORO 


Samples and literature on request. 


DOME CHEMICALS, INC. 


250 E. 43rd Street 
New York 17, N. Y. 


Canadian Distributors: 
F. J. Whitlow & Co., Ltd., 
Malton, Ont., Can. 


Distributor for Cal., Ariz, & Nev. 
bergfel Bros., 420 S. San Pedro St., Los Angeles 


ATTENTION DELEGATES 


We invite all delegates to the Amer- 
ican Hospital Association conven- 
tion to be held in Atlantic City, Sept. 
20th to 25th, 1948, to make this 
great hotel on the boardwalk ‘‘your 
headquarters.’’ 
Beautifully Furnished Rooms — Salt 
Water Baths — Open and Inclosed 
Sun Verandas — Sun Decks atop — 
Cuisine Unsurpassed — Garage on 
Premises — Every Facility. 
Beautiful Fiesta Grill 
Famous for Fine Foods 


ATTRACTIVE CONVENTION 
RATES 


Make Reservations NOW 


TEL(Q)TRAND 


Penna. Ave. and Boardwalk 
Atlantic City, N. J. 
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Volume pi duction due to 
greatly incr sed hospital sales 
enables us ta sell you 
Sani-Swab#for much less 
than before fhe war. 


3” or 6” lenght as low as 
$0.95 per 1 G90 in lots of 30,000 
$1.05 per 10G0 in lots of 10,000 


$1.30 Box of FG0 
New, more effi ie nt machines 
& 
make this loweg ¢ost possible 


Save time for y@r nurses. 


Save money for 


r organization, 


Conveniently Packed 

1000 Sani-Swabsifp box 

in individual tissugipaper 
wrapped packages pf 125 each. 
Available At Your Supplier's. 


Sample Package 


Sani-Swabs) FREE 


Write to Wayne Bacigpan 


SPLAIN & LLOYD 


INC. 
MILFORD, OHIO. 


No. 428. Gebauer’s Ethyl Chloride, 
recognized for over forty years as a 
high grade, chemically pure product, 
is prepared especially for anesthesia. 
In the past this liquid was packaged 
in metal tubes only; however, recent 
demands for an anesthesia in a glass 
container brought about the design 
of the new Gebauer Dispenseal Bot- 
tle in addition to the metal tube. 
The Dispenseal Bottle has a simple, 
handy lever cap, convenient to use 
and which emits the Ethyl Chloride 
in the form of a fine, medium or 
coarse spray. The label is marked 
with graduations to indicate at a 
glance the quantity of anesthesia 
used for a given patient. Write for 
illustrated literature. 


No. 106. The Hudgins Mobile Sitz 
Bath Chair now enables patients, 
who have been operated on for per- 
ineal, rectal, genitourinary or pelvic 
conditions, to receive sitz baths at 
their bedside. Aside from its fea- 
ture of easy mobility (made of light- 
weight tubular aluminum with stain- 
less steel seat and water pan, 
equipped with institutional-type ball 
bearing rollers) it is easily filled and 
emptied; proper temperature of 
water is maintained by a thermal 
unit which can be plugged into any 
nearby electric outlet; the comfort- 
able suspension-type seat has an 
opening to remove body pressure in 
the painful area; and both seat and 
pan are removable for sterilization. 
Literature is available. 


No. 467. Floor Job Specifications, a 
new book dealing with Super Shine- 
All, a neutral, liquid, chemical 
cleaner used to clean all types of . 
floors and other surfaces, and full of 
real hints on economical floor treat- 
ments and maintenance will be sent 
you free upon request. Super Shine- 
All, as a cleaner, dissolves and re- 
moves foreign matter, its trackless 
filler can be polished to an attractive 
lustre, and will protect the surface 
of floors and cut your labor costs. 
Send for this free brochure. 


Have I got good news! Hypertussis is 
off the short sheet. I can talk about it 
—and what’s more important, you 


can get it when you need it. 


Hypertussis, our concentrated 
hyperimmune anti-pertussis serum, is 
Cutter’s specific blood fraction for 
protection of the non-immunized—or 
treatment of youngsters seriously ill 
with whooping cough. 


Infants are hardest hit by this 
disease. I read about a typical case 
just last week — 

This baby was desperately sick when first 

seen—depleted from food loss and the ex- 

haustion of violent coughing. She was put 
under oxygen, and although the case looked 
pretty hopeless, injections of Hypertussis 
were given—with remarkable results. The 
paroxysms decreased rapidly and the infant 
began to respond to general therapy. 
Cutter fractionates Hypertussis from 
the serum of hyperimmunized human 
donors. Each 2.5 ce. vial contains the 
therapeutic equivalent of 25 cc. 
hyperimmune serum. That means 
concentrated, potent low volume dos- 
age—and that means easily tolerated 
injections for even the smallest infant. 


Just in case you think I’m too prej- 
udiced—here are a couple of “quotes” 
on Hypertussis from some of the 
boys who know their clinical facts. 


At the AMA Section on Pediatrics, an out- 


standing paper on whooping cough serums 
concluded with this statement: ‘‘Our results, 
suggest that human hyperimmune serum or. 
globulin should be used in the treatment of 
all infants who are seriously ill with whoop. 
ing cough.” /. 


Another study on the use of Hypertussis 
in 26 uncomplicated cascs reports: “Results 
of treatment were considered excellent in 
14, good in 4, moderate in 4, and equivocal 
in 4. No patient became worse or died. Very 
striking was the fact that no patient in 
this group developed pneumonia or any 
other complication of pertussis..." 2- 


If you’d like to read the complete 
articles, write for reprints. 


(Cutter Detail Man) 
4» Kohn, Fischer, et al., Am. Jour. Dis. Child, 
Sept., 1947 
d. Brainerd, Henry, Jour. Ped. Jan., 1948 


Cutter Laboratories * Berkeley 1, California 
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No. 449. Lifetime Guardian of 

Linens, a new folder on Ever- 
mark Dry Transfers describes an im- 
proved type of dry transfer guaran- 
teed to last as long as the material 
to which it is applied. These trans- 
fers are pees on paper which acts 
as a medium for carrying the mark- 
ing material until it is driven into 
the cloth by heat. The marking ma- 
terial is said to penetrate the cloth 
vertically without smudging or 
spreading. No indelible ink is used, 
but instead a special marking com- 
pound that cannot be washed out, 
even under severe conditions. As a 
special service, the manufacturer 
maintains an art department, at no 
extra cost, to create any design, em- 
blem or personalized names. Ever- 
marks are available for heavy type of 
goods and fine thin materials. A 
free copy of this two-color folder 
may be obtained by writing. 


No. 485. The Lounge Chair shown 
above is one of many of the out- 
standing designs of Alvar Aalto, 
famous Finnish designer, who de- 
signed the Finnish pavilion for the 
World’s Fair. Mr. Aalto works in 
laminated blond birch to create 
sturdy and comfortable furniture 
with outstandingly clean lines. Hos- 
pitals planning refurnishing at this 
time will find this new line of furni- 
ture suitable for the nurses’ home, 
reception rooms or patient rooms. 
It is distributed through Finsven, 
Incorporated of New York. Write 
for further details. 


$2 


No. 123. The American Surgical 
gp Technique is a highly scien- 
tific treatise on the mechanics of 
true surgical lighting. The brochure 
is prefaced by a discourse on “The 
Mechanics of True Surgical Light- 
ing,” followed by 27 pages of dis- 
cussion regarding the proper light- 
ing for the various surgical proce- 
dures, including black and white as 
well as color illustrations. This work 
is not to be considered in the light 
of the conventional piece of sales 
literature, for many of the foremost 
professional and technical minds in 
the field have contributed to its de- 
velopment. A copy should be in 
your hospital library — available 
without charge on request. 


No. 469. The Dialvue Fever Ther- 
mometer, precision-made like a fine 
Swiss watch, is unbreakable, accu- 
rate, easily sterilized and easy to read 
because the temperature registers on 
a watch-like dial. No shaking down 
is necessary — a pull of the button 
brings the pointer back to zero. It 
is housed, when not in use, in a 
rustproof metal case. Send for il- 
lustrated literature and other details. 


No. 501. Streptomycin in Tubercu- 
losis. Recently published, this book- 
let presents abstracts of the two au- 
thoritative reports which appeared in 
The Journal of the American Medical 
Association, November 8, 1947, show- 
ing the results of the use of Strep- 


_ tomycin in more than 900 cases of 


tuberculosis. It will be mailed to you 
on request. 


No. 362. New Pentothal Film. Med- 
ical groups interested in intravenous 
anesthesia may arrange for the show- 
ing of a new motion picture on the 
use of Pentothal Sodium by writing 
to this department. 


No. 482. The Lundy Portable Intra- 
venous Stand, for holding a con- 
tainer of intravenous solution at the 
bedside or while patient is in transit, 
is a new product of Ohio Chemical 
and Mfg. Company. The stand has 
a 3-leg upright, 34” high, made of 
5/16” stainless steel, attached to a 
base 10 x 14”, which extends under 
the mattress or pad and is held in 
place by the weight of the patient. 
The upright is equipped with a hook 
for the bail of the container and a 
rubber-covered yoke that prevents 
the container from swinging when 
the patient is being transported. 


No. 372. Foille, an analgesic-anti- 
septic for any surface injury of non- 
systemic origin is available in con- 
venient sizes, in both ointment and 
emulsion form. Samples and liter- 
ature sent on request. 


Ice Makers. Self-contained, Semi- 
Portable Complete Ice Plants. Capac- 
ities from 250 to 2000 Ibs. per day. 
Provides an inexpensive and con- 
venient source of pure block and 
cube ice. Gasoline or electric motor 
driven models available. Ideal for 
hospitals and institutions. Prompt 
delivery. (Refrigeration Engineer- 
ing Corp.) Reco Products Division, 
2020 Naudain Street, Philadelphia 
46, Pennsylvania. 


Freeze Coolers Two Temperature- 
Walk-In. Aluminum clad, sectional 
coolers with ample 
rozen storage room plus cooler 
storage for meat, vegetables, bever- 
ages. Available complete with re- 
frigeration equipment. Simple to 
erect, move or enlarge. Many sizes 
to choose from. Write for ‘catalog 
(Refrigeration Engineering Corpora- 
tion) Reco Products Division, 2020 
Naudain Street, Philadelphia 46, 
Pennsylvania. 
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PROFESSIONALLY 
PREFERRED 


FOR ALMOST HALF A CENTURY! for 


Gebauer’s Ethyl Chloride U.S.P., pre- 
pared especially for anesthesia and Resp iratory 
specified for almost half a century by 
physicians and surgeons. Gebaver's Disturbances 
Ethyl Chloride U.S.P. is a high grade, 
chemically pure, stable product, guar- 
anteed to retain its purity and remain 
unchanged indefinitely. Packaged in 
amber glass bottles for protection Vapor-All enjoys an established 
against light. Equipped with “Dispen- reputation in hundreds of hospi- 
seal’ cap that automatically provides an tals because it was designed to 
hermetical seal against contamination of satisfy the need for an efficient, 
safe and trouble-free inhalator- 

e visible water level and the 10 
fully encased heater, as well as a 4 Shown 5.50 

ebaver’s Ethy ; A.C.) insure safety. Runs up to wos EV 8 
Chloride U.S.P. i ! 

12 hours Separate wmode EV 6 


is also avail- 


ble i 
psn see Approved by Underwriters’ Laboratories and by the 


tube with reg- ae Council on Physical Medicine of the A.M.A. 
ulating spray. Order from your dealer; if not available order direct 
from 


The Gebauer Chemical Company fam aN SANIT-ALL PRODUCTS CORP. 
: GREENWICH, OHIO 


Makers of 
9410 St. Catherine Avenue Baby-All Warmers—Vaporlizers 
Cleveland 4, Ohio 


Known Among the Profession Since 1900 


SEARS 


ROEBUCK AND CO “of 
nnounces 


The mailing this month of 
our Hospital and Physicians 
Supply Catalog. 


H E M A T E S 7 “Sears believes you will wel- 


Simple — Rapid — Dependable come the savings on high quality 


Hematest offers a new, convenient tablet merchandise made possible by 


method for detection of occult blood in feces, _ our economies of warehousing 
urine and other body fluids — no additional and distribution. 
equipment needed. 


If you do not receive your 


(1) Place one drop of specimen, solution or copy ‘wte to Sears, Roebuck 
suspension, on a piece of filter paper. and Co., Hospital Supply 


(2) Set a Hematest tablet in center of moist Division, Chicago 7, Ill. 
area and allow 2 drops of water to trickle 
down from top of tablet to paper. 


Simple Technic: 


Presence of blood shown by color et on SEARS, 

paper. Write for complete information. CHICAGO, PHILADELPHIA, BOSTON. 
Hematest is supplied in bottles of 60 tablets ROEBUCK KANSAS CITY, MINNEAPOLIS, AT- 
with filter paper. LANTA, MEMPHIS, DALLAS, SEATTLE, 


AND CO. 
AMES COMPANY, INC. LOS ANGELES, GREENSBORO 
ELKHART, INDIANA 


APRIL, 1948 
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SHARP AND DOHME 
APPOINTMENTS 

Dr. Dudley F. Glick, manager of 
the standardization department at 
Sharp & Dohme, 
was recently ap- 
pointed to the po- 
sition of director 
of biological con- 
trol, according to 
an announcement 
from the pharma- 
ceutical manufac- 
turers. Dr. Glick, 
a graduate of Ohio 
State university, served as associate 
professor of bacteriology at Colorado 
state college of agriculture from 1932 
to 1944, then joined the division of 
laboratories, Akron (Ohio) health 
department, as director, and also be- 
came proféssor of bacteriology at the 
University of Akron. 

Willis W. Frankhouser has been 
appointed assistant director of bio- 
logical control, and Carl Newman is 
the new manager of the standardiza- 
tion department. 

The drug manufacturers also an- 
nounced the opening of new, modern 
drying and condensing units. S & D 
now has one of the largest lyophiliz- 
ing plants in the pharmaceutical in- 
dustry. The new equipment provides 
more efficient operating facilities and 
greater production capacity. The 


Dr. D. Glick 


FROM SUPPLIERS 


equipment includes a battery of 14 
drying chambers and seven condensers. 
The lyophile process is a method of 
dehydration employed in the drug in- 
dustry to preserve the stability of bio- 
logical and sterile pharmaceutical prod- 
ucts which are unstable in liquid 
form. 


+ 


MONARCH OPENS TWIN 
CITIES BRANCH 

J. R. Keenan, president of the Reid 
Murdoch Company, a _ division 
of Consolidated Grocers Corpora- 
tion, has announced the opening of a 
branch in Minneapolis, Minnesota, 
about July 1. The branch will carry a 
complete line of Monarch Finer Foods, 
and will be managed by E. Hertling, 
who is at present Minnesota divisional 
sales manager. 


+ 


EATON’S NEW DIRECTOR OF 
SALES PROMOTION 

Eaton Laboratories, Inc., Norwich, 
N. Y., has appointed Willard A. 
Searle, (a member of the medical sales 
staff since the company’s incorporation 
in 1945), as director of medical sales 
promotion. 

Prior to his association with Eaton 
Laboratories’ medical sales promotion 


staff, he had been engaged for 15 
years in the promotion of pharmaceu- 
tical products. Mr. Searle will direct 
the efforts of a large staff of medical 
sales representatives in the distribution 
and detailing of company products to 
the medical profession. 


+ 


OPENS OFFICE IN CHICAGO 

The Jackson Dishwasher Com- 
pany, manufacturers of dishwashing 
machines for commercial and indus- 
trial users, has announced the ap- 
pointment of Elden F. Hubbard as 
the distributor for the Jackson prod- 
ucts in the Illinois territory. Sales 
and service offices are located at 
506 South Wabash Street, Chicago, 
Mr. Hubbard has been associated 
with the company since 1935, and 
prior to his present appointment had 
served as Detroit sales and service 
manager. He will continue to di- 
rect the activities of the Michigan 
office along with his work in the 
Illinois territory. 


+ 


NEWS FROM SCHERING 

Two Schering scientists, Drs. Erwin 
Schwenk and Richard Tislow, were 
recently honored by the New York 
Academy of Sciences at its 130th meet- 
ing, held in New York City. The 
scientists, members of the chemical 
research division of Schering, were 
elected to fellowship in the Academy 
because of their outstanding work 
done toward the advancement of 
science, in the development of endo- 
crine, chemotherapeutic and diagnostic 
drugs. 

Dr. Schwenk also recently discussed 
“The Chemistry and Physiology of 
Sex Hormones” at the Chemistry Col- 
loquium of the research laboratories 
at Brown university, Providence, R. I. 
The symposium was attended by mem- 
bers of the Rhode Island State medi- 
cal society, as well as leading repre- 
sentatives of the biological and re- 
lated fields. 

Other news from Schering centers 
about the research grants to thtee lead- 
ing medical research institutions which 
were renewed by the Corporation. 
Two of the grants provide for the 
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appointments of fellows in endocrinol- 
ogy at Jefferson medical college and 
the University of Oregon medical 
school. The third grant, for continued 
study on the enzyme hyaluronidase, 
has been awarded to Dr. Charles Birn- 
berg of the Jewish hospital of Brook- 
lyn, N. Y. 


+ 


POTTERY EXHIBIT IN 
CHICAGO 

The American dinnerware industry’s 
first national exhibition of 100 lead- 
ing designs by 50 manufacturers, held 
April 27+to May 1 in Chicago, at 
Marshall Field and Company, fea- 
tured fine china made especially for 
hospitals. According to the United 
States Potters association, the china- 
ware being designed and produced by 
U. S. potteries for the hospitals and 
other large-quantity users is the finest 
made anywhere in the world. The in- 
dustry expects soon to bring supply 
into balance with the heavy demands 
being made upon it. In 1947, through 
_ plant expansion, etc., a peacetime rec- 
ord of more than 500,000,000 items 
of hospital, hotel and other ware was 
achieved. 


+ 


CHANGE OF NAME 

The stockholders of the Norton 
Lasier Company recently voted to 
change the name of the firm to LCN 
Closers, Inc. Thus, the corporate name 
of the company will be identical with 
its well-known brand name. The com- 
pany, which was organized 22 years 
ago, makes overhead concealed, floor 
type concealed, and exposed type door 
closers. The ownership, policies, lo- 
cation and products of LCN Closers, 
Inc., will remain the same. 


+ 


OTIS ELEVATOR GETS 
CONTRACT 
The Otis Elevator Company has re- 
ceived the contract for the installation 
of two passenger elevators and other 
vertical transportation equipment in 
the new Central Washington Tuber- 
culosis hospital now under construc- 
tion. The elevator work will cost 
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approximately $70,000, with installa- 
tion to begin in April and to be 
completed in September. Both of the 
passenger elevators will have special 
hospital type cabs, fast electrically- 
operated doors and self-leveling ‘ of 
the cars at all landings. The contract 
also calls for the installation of an 
electric freight elevator with 2,500 
pounds capacity. All in all, this is the 
largest hospital installation of its type 
in the state of Washington. The 
hospital is to be completed in May, 
1949. 


+ 


TEA MANAGER AT MAXWELL 
HOUSE RETIRES 

George F. Mitchell, who has served 
as manager of the Maxwell House 
Tea division of the General Faods 
Corporation since its formation in 
1929, retired from active service re- 
cently. He will continue to serve 
General Foods as an independent con- 
sultant in matters pertaining to the 
procurement, blending and processing 
of teas. ° 

Clarence Gates will succeed Mr. 
Mitchell as manager in Brooklyn, 
N. Y. For the past few months, he has 
been operating in a production capa- 
city in the Maxwell House division, 
and before then was manager of the 
Hoboken Maxwell House coffee 
plant. Ray Partridge has been pro- 
moted to tea buyer, reporting to Mr. 
Gates. 


+ 
NEW DISTRICTS AND ELEC- 
TIONS AT ABBOTT 

At the annual stockholder and board 
meeting of Abbott Laboratories, held 
April 1, all directors and officers of 
the company were re-elected. 

New sales districts have recently 
been established by Abbott, the first 
of which is a sales area with head- 
quarters in Long Beach, California, 
which will be managed by L. J. 
Schlanser. 

Ben L. Bear has become manager of 
another new sales district with head- 
quarters in Oakland, California. 

Western Canada is the site of the 
third new sales district, to be centered 
in Winnipeg. It is managed by 
George J. Bowen. 


NEWS FROM BRISTOL LABS 
Benjamin K. Souler has joined 


’ Bristol Laboratories, Inc., of Syracuse, 


N. Y., as a senior research chemist in 
the product development department. 
Mr. Souler, who was formerly associ- 
ated with the American Home Foods 
Co. plant at Elkart, Ind., is a graduate 
of Rhode Island college of pharmacy, 
and received his Master of Science 
degree from the University of Southern 
California in 1941. 


Drs. Kitchen & Rein 


Another Bristol researcher figures in 
the news. Dr. D. K. Kitchen, medical 
director of Bristol Laboratories, to- 
gether with Dr. Gharles R. Rein of 
New York City, left recently by plane 
for Port-au-Prince, Haiti, in order to 
continue certain laboratory and clinical 
research efforts in some of the tropical 
diseases, particularly yaws. This work 
has been in progress for over a year 
and it is expected that the results of 
the study will be published during 
1948. Dr. Kitchen reports: “The re- 
sults of our investigation thus far 
indicate that penicillin is by far the 
most effective agent in the treatment 
of yaws.” 

Both researchers have been decorated 
by the Haitian government with the 
Medal of Honor and Merit. 


+ 


NATIONAL DRUG OPENS 
BRANCH 

A. B. Collins, president of the 
National Drug Company, has an- 
nounced the opening of a branch 
office in Los Angeles. The new 
address of the west coast office of the 
pharmaceutical manufacturing com- 
pany is 737 Terminal Street. 
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SECURITY QUIZ 


for MANAGEMENT MEN 
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iW This is an official U.S. Treasury Advertisement prepared under auspices of the Treasury Department ond the Advertising Council 


ly 
Co Co 
ean you answet these important questions? 
Pe. How many of your employees are buy- fer to obtain them. Such workers 
‘eae ing U. S- Security Bonds regularly want and need Payroll Savings: 
SOLE via the Payroll Savings Plan? (35% ® What direct benefits are there for , 
ae to 50% of employees puy Security your company? In 19,000 sndustrial ; 
ae Bonds on the Payroll Savings Plan concerns operating Payroll Savings, 
sere in those companies in which toP employees are more contented. 
management packs the Plan.) Worker production has increased, 
How does their average holding com- absenteeism has gecreased—eve™ 
pare with the national averages accidents have ‘peen fewer! 
national average among P.s.P. par- All these penefits accrue in addt- 
ticipants is $1200 per family-) tion to extra security for the indivi- 
Why is it vital— you, your come dual who gets holds Bonds. 
pany, and your country— that you (Every $3 invested PAY at mar 
personally get behind the Payroll turity-) 
hae Savings Plan this month? You and But even 2 plan with all these 
your pusiness have an important benefits requires the sponsorship of 
+t. stake in wise management of the toP management for real success: 
a public debt. Bankers, economists, © What do you have todo? The Treas 
and sndustrialists agree that pusi- WY has prepared a kit of material 
i oe ness and the public will derive maxi- especially for you to distribute 
mum security from distribution of among certain key men in your com- 
“ae ft the debt as widely as possible. pany- This will be your part in the 
oe Every Security Bond dollar that all-out campaign starting April 15 
js built uP in the Treasury. is used to —for America’s economic security. 
a retire 2 dollar of the national debt Make sure you get your kit. Be 
a that is potentially inflationary: sure to give it your personal atten- 
aie Moreover, every Security Bond held tion. KeeP the Payroll Savings Plan 
py anyone means fewer dollars go to operating at its full potential in your 
aS market to pid up prices on scarce company: It’s @ major factor in 
goods- America’s security —You" best busi- 
Can't your employees buy Bonds at ness security! 
coe ’ banks? Banks don’t provide Security For any help you want, call on 
oN Bonds on the “installment plan” — your Treasury Department's State 
Tae which is the way most workers pre- Director, Savings Bonds Division. 
The T: 
reasury Department acknowledg 
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Acute respiratory infections are treated effectively with 

localized concentration of the drug indicated. Such deep-down 

penetration is speedily accomplished by the new Tomac Oxygen-Nebulizer 

which accommodates any therapeutic gas, any non-oil-based drug aerosol, or 

both simultaneously. Gas and drug flow only during inhalation... provide safe, comfortable 
treatment without supervision. * Exclusive with American Hospital Supply Corporation, the 
Tomac Oxygen-Nebulizer is further evidence of American’s leadership in discovering 

and procuring ...conceiving and developing... the better equipment, 

better products, that make our hospitals finest in the world. Let the 


American man help you plan your hospital’s future. It pays. 


PLAN WITH AMERICAN 


! penicillin mist where it’s needed | 
| 
7 the first name in hospital supplies 
| American Hospital Supply Corporation 


SUSTAINED HYPNOSIS 
NEED NOT BE DELAYED 


PULVULES TUINAL 


Fast-acting barbiturates have an effect of short duration; those 


which act more slowly are more prolonged in effect. 


Pulvules Tuinal combine the rapid action of “Seconal Sodium’ 
(Sodium Propyl-methyl-carbinyl Allyl Barbiturate, Lilly) with 
the moderately sustained effect of “Sodium Amytal’ (Sodium 
Tso-amyl Ethyl Barbiturate, Lilly). 


The two barbiturates in Pulvules Tuinal assure a rapid onset 


of hypnosis or sedation plus a moderate duration. 


Tuinal is supplied as Pulvules Tuinal, 3/4 grain (0.05 Gm.), 
1 1/2 grains (0.1 Gm.), and 3 grains (0.2 Gm.), in bottles 
of 100 and 1,000. 


Pulvules Tuinal are to be used as directed by the physician. 


ELI LILLY AND COMPANY 


INDIANAPOLIS 6, INDIANA, U.S.A. 
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